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CONNECTICUT PLUMBERS. 


I New Haven, Conn, on Feb. 9 the State Asso. tary,C. S. Eames of Bridgeport; financial secretary, ) B 








James Ahern of Hartford; recording and corresponding secre 





ciation of Master Plumbers of Connecticut, 
their second annual convention in the rooms 

New Haven Builders Exchange. President © 

the mecting to order, and Sergeant-at-Arms. 

wich not being present, Joseph A. W ? 

in his place. President Mills made ac 

come, touching on the interest plum’ 

organizations, 1a the improvements 

past quarter of a century, and « 

pablic in sanitary matters, Ind 

at those avtsembied could see th: 

by sotucing the inteligeat bo- 

meeting 
The following committee o 

the president 

Smith of -Middletown, Alfre 

Toucey of Waterbury, S t 

a recess of five minutes, 

mine members, twenty-three 
Phe roll-call coatained tt@ 
s Dibble, Andrew Jig 

A Kourke, John D. Elds 

Joseph A. Wood, H. B. Mui 
Cook, ©. S Eames, Alfa 


Green & Logan, G. E. Sco@ 
ford —James Ahern, George ! 
Barlow Brothers’ Company, C 
and, L. H. Toucey; New bri 
Plumbing Company, F. C. Wei 
man D. Mills, E. B. Smith; Ne 
Troland & Son 
New members were received as 
J. R. Garlock, Joseph G. Shearlock) 
Robert Morgan, Thomas Gunning, 
Corbett, F. A. Curtis, F. A. Carleton, 
Hridgeport—jJohn Keatas, Almus P. Clark, Bt 
Hartford—Benjamin E. Cowles, John S. Craig, 


T 


heid Weiant of New Britain; treasurer, Thomas D. Barlow of 
~rbury 

‘rernoon a great banquet was held at which many 
sent. Good speeches were the order of the 
ahoroughly pleasant entertainment the 

ests s¢parated vowing eternal fret ] 
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of the District of Columbia 


of 


werfour feetin diameter 
rthe senate wing 
mS appear to pro 
thes lary 
aa it 
at the 
air 
above the roof f 
unventilated Whe ver 
d resort has been made to 
ull by artificaal means The 
especially om the basement 
as would not be used in the 
d sample of waterclosets and 




















boiler rooms, where several fix 


er into this mass may be better 
4d. We found an ice box and 
h the sewer, a practyge condemned by evwpry 
er aod prohibited by legislation throughoat the 


snow, Mahl & Pinney, James F. Duffy, Thomas Oakes. G The surface drains are unprotected by deep-water 


Waterbury—George W. Minor 


Middietown—James Donovan, B 


one trap 1s made to serve 


the trap of a kitchen sink, and the 


¥ e ances 
lem; New Britain—P. J. Tormay s Jeremiah Sheehan s¢ trap in one of the storerooms, a 
; 8 


H. Breed, John Troland, J 


lumbing work in the kitchen furnish 


New London Leonard Mallory. F. R. Smith: Ansonia mstances ef old-fashioned connection with which the oresent 








Above: Jeremiah Sheehan as he ap- 
peared when elected in 1892; Right: 
his son, elected at Memphis 
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AASCO 


Steel Water Heaters 
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With the Boiler-Size Doors 


One don’t need to fire a Tabasco 
Water Heater with a baby spoon. 
The doors are boiler-size, so a 
regular scoop shovel can be used. 
That’s a small thing but an im- 
portant one. 





Ratings are based on the 

number of gallons of water 

they will raise 50 degrees in 
temperature per hour (instead of 

the usual 25 degrees). So a Ta- 
basco actually heats twice as much. 





Ask for 
Catalog No. 75 
which gives 
all details 


And they are built of steel — riveted —to 
stand the gaff. That’s very important, be- 
cause it means many years of trouble-proof 
service. 








KEWANEE, BSILER CORPORATION 


Kewanee, Illinois Branches in 40 Principal Cities 


STEEL HEATING BOILERS RADIATORS WATER HEATERS 
TANKS AND WATER HEATING GARBAGE BURNERS 
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Here’s a Book You Should Read 
If you haven’t been reading the VQGEE, 


Profit Book lately you’ve been passing up a 
lot of good literature. 


Whether you read about the VYQGEL Num- 
ber [Ten—The VOGEL Frost Proof Closet or 
the VQGEL Frost Proof Hydrant it will be 


interesting. 








Speaking of reading—look over on pages 92 
and 93 of this issue. There’s a VY¥QGEL mes- 


sage there for you. 





VQGEL Number Ten Closet . 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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Leading Articles in This Issue 


Complete Report of the Forty-sixth Annual 
Convention of the National Association of 
Master Plumbers, Held at Memphis, Tenn.— 
Beginning on Page 36. 

The Report Includes— 

Full Account of the Proceedings of the National 
Convention, with Many Photographs of Dele- 
gates and Guests. 

Complete Illustrated Description of Exhibits 
Displayed by Many Companies. 

Report of the Tenth Annual Convention of the 
Women’s Auxiliary to the National Associa- 
tion of Master Plumbers. 


Special Departments 


Between Ourselves. Page 33. 

Editorials. Page 35. 

Markets—Business Reports from Large Jobbing 
Centers. Page 77. 


Erie, Pa., As a Manufacturing Center. Page 
| 


This Week—Among Manufacturers, Wholesal- 


ers and Salesmen. Page 151. 
Convention Dates. Page 159. 


The Trade—News for Plumbing and Heating 
Contractors. Page 161. 


Page 175. 
Plumbing and Heating Patents. 


Woman's Page. 


Page 179. 
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WOLVERINE SILL FAUCETS 


Gardens and lawns need water — and a dependable 
Sill Faucet is necessary. Whether it is for the new 
home or replacement in the old, the modern 
plumber cannot afford to install anything but 


the best. 


In Wolverine Sill Faucets is embodied excellence 
of material and workmanship — full and _ free 
waterways — perfect seating qualities and enduring 


service. 


Wolverine’s record for over 30 years Is an assurance 
of value — an emphatic testimony as to the worth 
of their products. Build good-will by installing 
Wolverine Sill Faucets. 


We sell the Retail Plumbing Trade Exclusively. 








WotverineE f}rass Works 


GRAND RAPIDS WB) MICHIGAN 
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A Colorful Bathroom 
Often Sells the Building 


Builders and owners have often told us that Nancy 
Lee Seamless Shower Curtains (in color) sold their 
building. Hundreds of owners have told us since 
hanging Nancy Lee’s that their bathrooms are as 
cheerful and bright as a sun parlor. 











You know Nancy Lee Seamless Shower Curtains are 
vulcanized into one piece—they can’t leak. Made of 
pure gum rubber and the highest quality of celanese 
or percale. Heater cured, too. Colors are fast. The 
special mica finish gives the rubber an unusual soft 
satin appearance and feeling. Nancy Lee’s are qual- 
ity thru and thru. 


Nancy Lee Seamless Shower Curtains are long last- 
ing—always fresh and colorful. The laundry item 
alone in a hotel will pay for Nancy Lee’s in a few 
months. : 


Ask your jobber to show you a Nancy 
Lee today or fill out the coupon below 


VULCATEX, INC., 108 East Ohio Street, CHICAGO 


SALES REPRESENTATIVES 


D. D. Reed, 2457 Woodward Ave., Detroit, Mich. 
H. Romeyn Smith, Inc., 12 Lispenard St., New York, N. Y. 
Derbyshire & Mack, Real Estate Trust ae 

S. E. Cor. Broad & Chestnut Sts., Philadelphia, Pa. 
Fletcher-Weil Co., 1921 E. 7th St., Los Angeles, Calif. 
W. J. Kewin, Jr., 253 Alexander St., Rochester, N. Y. 
Geo. E. Cooke Co., 219 East 14th St., Kansas City, Mo. 
Marvak Co., 638 Caswell Block, Milwaukee, Wis. 

. F. O'Hara & Co., 334 Ist St., Minneapolis, Minn. 

'. E. Paterson, 192 Tabasco, Mexico City, Mex. 
Cc. F. Adams, 420 S. Lake St., Ft. Worth, Tex. 

. M. Butts & Co., 733 Healy Bldg., Atlanta, Ga. 

uilding Specialty Co., 2109 Cuming St., Omaha, Neb. 


VULCATEX, Inc. 
108 East Ohio Street, 
Chicago, Illinois 
Gentlemen: — 


Please send us samples of material and prices 
of Nancy Lee Seamless Shower curtains. 


Yours very truly, 
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NITED STATES ENAMELED WARE is made in five beautiful 
colors: for the customer who prefers color in the bathroom fix- 
tures and all the fixtures in one beautiful shade. 


These are SOLID colors and not tints ——SOLID colors are attrac- 
tive, brighter, and more cheerful. 
Offer your customer Zi#PSiaies Enameled Ware in white 
or any of the several colors and you can assure them of 
QUALITY, DESIGN and DURABILITY of unusual 


satisfaction. 












Write us for a copy of our color chart showing 
Gnite?States Enameled Ware in five beauti- 
ful colors. It’s free for the asking. 


Tnite? States Sanitary NYG. CO 


Pittsburgh, Pennsylvania 







PHILADELPHIA NEW YORK 
BOSTON KANSAS CITY, MO. CHICAGO 





Mention Domestic ENGINEERING when writing advertisers. 








DOMESTIC ENGINEERING 










S. 8S. Fretz, Jr., & Co. 


23rd St. and Sedgley Ave. 
Philadelphia 








SERVICE 


and 


QUALITY 


COPPER 








Thos. Devlin Mfg. Co. 


Owned by &. &. Fretz, Jr., & Co. 
23rd St. and Sedgley Ave. 
Philadelphia 


DEVLII 


MALLEABLE IRON FITTINGS 
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Vacuum Valve 











Sectional View 
2 in 1 Valve 


Pressure Vacuum 


Sectional View 
No. 1 and No. 10 
Pressure Valves 
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Sectional View 
3 in 1 
Temperature 
Pressure-Vacuum Valve 


These valves eliminate 
the dangers of high tem- 
perature, excessive pres- 
sure and vacuum. 


When installed, they 
prove beyond a doubt 
their superiority in every 
way. They save worry 
for you and your cus- 
tomer. 





‘They win preference by 
performance.”’ 


There is a type of BB 
Boiler Relief Valve made 
for every problem of 
protection necessary for 
range boilers. 


Write us for details. 
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Sectional View 
. B. No. 20 
Temperature 

Pressure Valve 
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BB VALVES ARE MADE IN 
| THE FOLLOWING TYPES: 


BB 3in1 Valve 
Temperature, Pressure and 
. Vacuum 


BB No. 20 Valve 


Temperature and Pressure 


BB 2in1 Valve 


Pressure and Vacuum 


BB No. 1 Valve 


Pressure 
BB Vacuum Valve 


BB No. 10 Valve 





OSTON BRASS COMPANY 
BOSTON BRASS PRODUCTS FOR FA none PROFITS 


Waltham $3 
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Climax Cellar 
Drainers 


Climax Test 
Plugs 


:conomy—that is the pass 


Whatever the test—whatever : 
word with Climax Cellar 


the we build, or will 


pipe, 
build, a Climax Test Plug that 
will do the work. For a real 
test and for a sure test, you 
have only to use Climax Test 


Drainers. They save you and 
your customer real money. 


They will pump more water in 
less time and USE LESS LIVE 
WATER DOING IT. 


Plugs on every job 
i‘ a And too, they operate onsteam. 


lf you are a hard to please’ business man who insists on giving your 
customer a full dollars worth as well as obtaining it yourself, then you are 
particularly the man Climax Specialties are built for. 


Have you a pipe test or drainage problem you think can't be solved? If 
you have, write us and let our engineering department show you how 
Climax Specialties will work out your difficulties. 


THE C. M. Ker? ure. Co. 


MANUFACTURERS OF 
PLUMBERS’ SPECIALTIES 


405-415 € OLIVER ST 


BALTIMORE, Mpb.U.S.A. 


Chicago, Ill.;: OSCAR C. ANDERSEN, 627 Washington Blvd. 
Southern Agents: J. M. BUTTS & CO., 733 Healy Bldg., Atlanta, Ga 
Pacific Coast Aon WM. P. HORN CO., 58 Federal St., San Francisco, Calif 
509 Wilcox Bldg., Los Angeles, Calif.; L. C. Smith Bldg., Seattle, Wash. 
Philadelphia, Pa.: DERBYSHIRE & MACK 923 Real Estate Trust Bldg., 
New York City: A.W. DRAKE, 66 West Broadway 
New England Agent: ROBT. McKEOWN JR., 46 Cornhill ,Boston, Mass. 
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Most Salable ‘‘Automatic”’ 
Storage Heater Ever Produced 


ODAY, more than ever, 
plumbers must have 
merchandise that can win 
quick consumer acceptance. 


So plumbers from all cor- 
ners of the country are liter- 
ally flocking to the new Hot- 
stream Automatic Storage 
Heater. 


It’s an amazing heater 
in design—in features—in 
price. Think of a side arm 
circulating automatic stor- 
age heater at a price within 
easy reach of all. Think of 
it having such features as: 





Hotstream Heater, 
double copper coil 
type, equipped with 
Barber Burner; 


Heavy Rock Wool 
Insulation—best ma- 
terial known for the 
purpose; 

Tank, double extra 
heavy, copper bearing 
steel; 


Thermostat, throt- 
tling type, with auto- 
matic dirt trap; 


Passover Pilot—en- 
tirely new method of 
pilot light control; 


Hotstream Draft 
Regulator stops down 
drafts, and prevents 
heat losses up flue; 


Beautiful, lasting lacquer 
finish in rich, stunning col- 
ors—9-inch legs for under- 
tank cleanliness. 


No plumber can close his 
eyes to a selling opportun- 
ity as remarkable as this. 
If you haven’t yet written 
for the full details, do it 
TODAY—NOW. 


The Hotstream Heater 
Company 
Makers of Heaters that Heat’’ 
CLEVELAND, OHIO 
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UR seepage problem may be the 
deep basement for a building where 
the sewer is not low enough for 

drainage—or the basement of a residence 
without adequate sewerage facilities. Per- 
haps it is the drainage of a boiler room, 
settling basin, fly wheel or elevator sump, 
a tunnel or scale pit. 


ra 


The amount of seepage may be consider- 
able or it may be only a small trickle. 
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Whatever the conditions, there is a Pen- 
berthy Sump Pump or Cellar Drainer 
which will dispose of that seepage in the 
most economical manner. Either elec- 
trical power or hydraulic power can be 
used, and there is a size to fit every 
condition. 


Write for details on the Penberthy Auto- 
matic Electric Sump Pump and the Pen- 
berthy Automatic Cellar Drainer. 


LW 





Quality is particularly stressed 
by the use of copper and bronze 
throughout. 











PENBERTHY INJECTOR COMPANY 


“in 1886 =©6 DETROIT ‘“Wintsoxont 
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A Letter from 


NYE 


Thin Blade 
Cutter Wheels 
Knurled 


or 


Smooth Edge 


Made to Fit 
All 
Standard Makes 
of 
Pipe Cutters 
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Knurled Edge 





Smooth Edge 


Nye cutter wheels are made 
from the highest grade tool 
steel, and are hardened and 
tempered in oil. Blades 
about 7th of an inch thick 
and straight from hub to 
cutting edge. Cut with one- 
third the time and power 
required by old type wheels 
And also they are— 


ABSOLUTELY 
GUARANTEED 
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Harry G. Ny 


June 30, 928. 


To the Plumbers and Steamfitters 
of the U. S. A. 





Friends: 


Well, I see where you will soon be able to take a train 
in New York to Ohio, and then an airplane to Kansas, and then 
a train to New Mexico, and then a plane again to California, 
and make the whole trip in less time than it used to take 
Grandpap to go up to the county-—seat. 


The point is that you will be able to fly days and sleep 
nights —— that is, if the women in lower 6 don't talk all 
night, the man in upper 5 doesn't snore, and the baby in lower 
10 doesn't cry, or the poker game in the drawing room doesn't 
get too noisy. 


Personally, I would rather take a chance on getting some 
sleep in an airplane than I would in a Pullman, and it is no 
fault of the Pullman Company. I have always been considered 
a great advertiser, but I take off my hat to the man who gets 
on a Pullman at midnight. 


But the midnight squawker is deaf and dumb compared to 
the daylight talker. There are a lot of people who think that 
when they get up everybody ought to get up. Many a fire 
department turns out with less noise than a lot of people 


getting out of a berth. 


Now, I am glad to hear that you sold seven cars of pipe 
last week, or that Mary's baby has a new tooth, or how you 
stand right up and talk back to the boss, or how much the 
firm thinks of you, but I don't want to hear it at any 
6:30 a. m. 


Yet that is the time that a lot of passengers pick out 
to do their broadcasting; not that their personal affairs are 
of any great public interest. They will hever see these 
people in this car again, and these people will never see them 
again; or so they hope. 


But they mean to tell them about their business and 
family affairs, while they can. So they_engage a berth, when 
what they ought to do is to hire a hall. They might at least 
let us sleep and write us about it later. 


There is a time for all things. It is a well known fact 
that Nye tools are the best pipe—cutting tools on earth, and 
this is good news to plumbers, but you don't want to hear 
about it at 6:30 a. m. Work faster, operate easier, and last 
longer——that's them. 


Faithfully yours, 


OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 
4120-30 Fullerton Avenue Chicago, Illinois 


Copyright 1928 by Harry G. Nye. 
All rights reserved. 
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What Would This Insurance 


Policy Cost Your Customers? 


If your customers could buy the kind of flood insurance 
that would pay them adequately for any damage that 
flooded basements do to health, stock, heating equipment, 
furniture, etc. that insurance cost would be prohibitive. 


You can sell them NOT an in- 


But even if they could afford it, they would first have to 
surance policy but an absolutely 
reliable PREVENTION policy 


have the discomforts of a flood 
3 t ‘ rk in the Stark Pump—at a price 


before they could collect for its 
damage. 

they can easily afford and that pays you a very attractive 

profit. 





Ask your jobber about the Stark or write us direct for full 
information on Stark ‘‘flood control.”’ 


STARK PUMP CO. 17128 Mt. Elliott Ave. Detroit, Mich. 
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THE AMERICAN RADIATOR COMPANY is pleased to 
take this opportunity to pledge itself to keep 
inviolate the long-established channels for the dis- 
tribution and installation of our radiator heating 
products...... We recognize wholesalers as the 
proper distributors of these products, and the 
heating contractor as the only authentic medium 
through which the public shall secure these prod- 
ucts and the installation thereof. 


Our entire sales-building program is based on 
these principles. 


AMERICAN RADIATOR COMPANY 





An Open Letter 


Outlining our sales-building program for the entire 
heating industry, has been mailed to every member 
of our profession. Copy of this letter is reproduced 
on the following pages. 





»> 


© 1928 American Radiator Co. 
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EVER in the history of our industry has 

there been such a profound need for a 
clear understanding of our problems and a 
whole-hearted, united effort on the part of 
manufacturer, wholesaler, contractor and 
association toward their solution. 

The appeals from competitive industries for 
the public's buying dollars have reached un- 
precedented magnitude. Their advertisements 
are creating desires nation-wide for a host of 
luxuries and near-luxuries. Their salesmen are 
ringing door-bells day after day in every town 
and hamlet throughout the country, showing 
home owners how easily they can possess 
these products. 


Our Common Problem 


Here is a problem deserving the most earnest 
attention of every member of our industry; 
and it is a problem to which the American 
Radiator Company has given very serious 
study. If the heating industry is to progress 
and obtain that steadily increasing share of 
the nation’s business it rightfully deserves, it 
will require, we repeat, the unstinted, whole- 
hearted, enthusiastic cooperation of every 
member of our profession, working together 
on a progressive sales and advertising pro- 
gram based on sound facts. 

The American Radiator Company has spared 
no effort to get the basic economic facts about 
our industry on which to build a logical 
business-getting program. Through the co- 
operation of our good friends in the trade, we 
have secured these facts; and we have formu- 
lated a comprehensive and aggressive adver- 
tising and sales campaign for the welfare of 
our industry and its every member—contrac- 
tor, wholesaler, and manufacturer. 


The Facts 


What are the facts? What is the real market 


To the Members of 
the Heating Fraterntty: 


for the products of our industry? What part of 
this market are we actually serving, and what 
is being done to develop it? Let us look at the 
picture. 


A Market Hardly Scratched 


There are approximately 1,000,000 homes 
supplied yearly with heating apparatus of one 
kind or another. Of these only about 300,000 
are being equipped with radiator heating. 
The balance of 700,000 are being served with 
old-fashioned types of equipment rarely in- 
stalled by heating contractors. 


Here at once is unfolded a definite market 
for radiator heat, more than three times larger 
than that which we are now serving! 


Replacement Opportunity 


Yet, these 1,000,000 homes do not represent 
our total potential market. There now exist 
17,000,000 homes in America which are un- 
equipped with radiator heat. Millions of 
these home owners are buying automobiles, 
radios, washing machines vacuum cleaners, 
refrigerators, etc.—products which are highly 
desirable but which, after all, are in the class 
of luxuries when compared to radiator heat- 
ing, which protects the very life and health of 
families. But the manufacturers and distribu- 
tors of these products have men in the field 
ringing door-bells day after day, aggressively 
going after business; and they are getting the 
business. 


Have salesmen been in the field aggressively 
selling home owners on the advantages of 
radiator heat through house to house can- 
vassing? No. Efforts in this direction have 
been haphazard in our industry. We have had 
no organized plan of action. 


A Disinterested, Misinformed Public 
And what does the public know of the true 


Ee 
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merits of radiator heating? There are no cri- 
terions of value respecting types of heating 
apparatus in the public mind. Vagueness and 
mystery surround the cost of radiator heating. 
Largely through the propaganda of those 
whose interests lie in other types of products, 
home buyers and home owners possess the 
notion that radiator heating for an average 
six or eight room home costs $1,000 and up— 
a notion automatically precluding even a 
serious consideration of its purchase. 


Do home owners think of easy payments 
when they think of radiator heat? Do they 
know they can buy it on easy payments? 


Do they know their local Building and Loan 
Association, Cooperative Bank or other finan- 
cial organization stands ready and glad to 
finance radiator installations on the basis of 
eight or more years to pay? 


Building Contractors Unsolicited 


Even Building Contractors are but lightly 
informed on the subject. They, too, feel that 
radiator heating costs so much more, that 
to install it adds such an amount to the 
selling price of their homes as to reuder them 
dificult or impossible to sell. No one has 
been on the job to show these contractors 
that homes equipped with radiator heat sold 
many times faster, and that the finest radiator 
products could be installed in their homes for 
only $100 to $150 more than the cost of the 
old-fashioned type of heating plant. 


We Need Organized Effort and 
A Constructive Plan of Action 


In short, our industry has not made the prog- 
ress it should because it had no definite, 
organized, aggressive plan of action to over- 
come the difficulties that lie in its path of 
progress. 700,000 jobs lost to the members of 
our industry each year. Virtually nothing 
being done to develop our potential market. 
Competitive industries obtaining a constantly 
enlarging share of the public’s buying dollars. 

Obviously, something has to be done if our 
industry is to advance. 


Answering Our Common Need 


And so the American Radiator Company, 
having thoroughly studied the facts, formu- 
lated a plan to overcome the difficulties, in 


-_ —— > Se ———_—__—__—_ -—--- _ ——— 


the hope that it might help to build up the 
industry. We have organized a comprehensive, 
intensive and aggressive sales and advertising 
campaign to promote radiator heating con- 
sciousness in the public mind, to explain the 
benefits of radiator heating, to remove the 
obstacles that stand in the way of its universal 
adoption, to give home buyers and home 
owners some idea of the cost of radiator heat- 
ing, and tell them how easily the money can 
be obtained for its installation and the con- 
venient terms of payment that may be ar- 
ranged. 


Having the Right Products 


The carrying out of this plan comprised, first, 
the development of heating products having 
a genuine human appeal. Having originated 
and introduced the first small tube radiator, 
we perfected the New Redflash Boiler, which 
appealed immediately to the sense of pride 
and ownership of home buyers as no other 
boiler ever had. 


At Popular Prices 


We realized that in order to bring radiator 
heating within popular reach, our products 
had to be offered at popular prices. At an 
enormous expense our factories’were equipped 
with the most modern machinery. Every 
manufacturing economy effected has been 
passed on to our trade and the public. 


Telling the Public—A Million Dollar 
Advertising Campaign 


We laid out a million dollar advertising cam- 
paign to spread the doctrine of radiator heat 
among the people, to explain that only a 
good radiator heating plant can be guaran- 
teed to produce 70 degrees clean and healthful 
warmth in every room all winter long, re- 
gardless of weather conditions; to point out 
that it adds from two to three times its initial 
cost to the selling value of the home and pro- 
tects the health and comfort of the family 
during a lifetime. 


Taking the ‘‘Mystery”’ 
Out of Price 


Because of the public's false impression that 
to install radiator heating in the average six 
or eight room house costs from $1,000 up, 
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instead of approximately $400 to $600—an 
impression which absolutely has to be cor- 
rected as an indispensable step if radiator heat- 
ing is to come into its own—we offer in our 
advertising a basis by which the home owner 
may quickly and easily figure the approximate 
cost of radiator heat: $55 to $65 per room. 


By thus taking the “‘mystery’’ out of the 
cost and correcting the false impression that 
now exists, we shall create a widespread, 
popular demand for radiator heating and 
multiply our sales. This means hundreds of 
thousands of additional dollars for the mem- 
bers of our profession. 


Perhaps in certain communities $55 to $65 
may be somewhat low. But even assuming the 
price runs as high as $85 per room (which it 
rarely does in the 700,000 small homes which 
we are trying to reach) because the prospect 
prefers to have water heating instead of steam, 
or because of the unusual construction of his 
house. It is the price appeal that awakens the 
prospect's interest and brings him to the heat- 
ing contractor for detailed estimate. The 
special considerations surrounding his in- 
stallation can be easily explained; and even 
though the price to him runs to $85 per room, 
it is so much lower than what he now thinks 
he would have to pay, that he is only too glad 
to buy the radiator plant at the price. 


Financing the Home Owner 


Then comes the problem of telling the public 
how they can secure the necessary money to 
finance the installation of this equipment. 
And here again our Company is showing the 
way. We studied the matter carefully with 
the Building and Loan Associations of 
America, with Banks, Mortgage and Insur- 
ance Companies. And because these progres- 
Sive institutions understand the advantages 
of radiator heating in upholding and increas- 
ing the value of property and protecting the 
health, comfort and household budget of the 
owner, they gladly finance the installation of 
radiator equipment over a period of eight or 
more years; and not alone in new homes but 
in old homes as well. 


Through our million dollar advertising 
campaign and the activities of our salesmen 
in the field, we are bringing this great news to 
the home buyers and home owners of America. 


_ a aaeneneineenenee 


Organizing Industrial Committees 


And beyond all this, Building and Loan As- 
sociations are today organizing industrial 
committees whose object is to tell the people 
in their communities that they can enjoy the 
comfort and economy of radiator heating 
while they are paying for their equipment, 
at the rate of a few cents a day! 


Selling the Way the People 
Like to Buy 


In this connection we realize that many home 
owners prefer to pay for their equipment on a 
shorter time basis. To meet the requirements 
of this class we organized the Heating and 
Plumbing Finance Corporation. This organ- 
ization finances the installation of our radia- 
tor heating products on time payments with 
as long as three years to pay. Heating Con- 
tractors using this plan get their full cash 
payment immediately upon completion of a 
job. The Finance Corporation attends to the 
details of collection from the owner. The 
whole purpose behind the organization of the 
Heating and Plumbing Finance Corporation 
is to increase sales for Heating Contractors— 
not to make profit on its financing operations. 


Complete Territorial Coverage 


The carrying out of our intensive sales build- 
ing Campaign requires a large sales organiza- 
tion composed of men of high sales ability, 
enthusiasm, and untiring energy, each man 
working in a territory that he can adequately 
and completely cover, calling regularly and 
frequently on heating contractors, whole- 
salers and architects, but besides, making 
business-getting calls on home owners, build- 
ing contractors, Building and Loan Associa- 
tions, Cooperative Banks and other financial 
organizations. 


Our sales territories were laid out and our 
sales force greatly increased to meet these new 
demands. 


As a result, our men in the field are securing 
hundreds of radiator installations that other- 
wise would never have been uncovered. Their 
accomplishments to date have been truly 
amazing and the intensive missionary work 
they are now doing will bring greater and 
greater results during the years to come. 
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And what do these men do with the busi- 
ness they develop? It is turned right over to 
our heating contractors and wholesalers. 


House-to-House Canvassing— 
The Vecto Store 


To supplement the work of our territorial 
salesmen, we established our Vecto Stores. 
And let us take this opportunity to explain 
the purpose of the Vecto store and the re- 
sponsibilities of the store representative. 


The Vecto Dealer a Special 
Heating Salesman 


The Vecto store representative is an inde- 
pendent character of sound financial standing 
in his community. He is a trained, able sales- 
man, particularly versed in the art of house- 
to-house selling. He makes no attempt to call 
on new home-buyers or on building contrac- 
tors, but confines his efforts to the canvassing 
of old homes. His store represents a sub- 
showroom for the display of all the products 
of our Company. 


Taking Heating Census 


He goes out and rings door-bells, making a 
house-to-house canvass each day, taking a 
census of the heating equipment in each home 
and shop in the territory. He records the type 
of heating plant installed in each home, 
whether it be a stove, hot air furnace or radia- 
tor plant; and he finds out when it was in- 
stalled. He secures the same kind of informa- 
tion on hot water supply equipment. 


Selling Radiator Heating First 


To each of these homes he brings a message 
on Heating. When a house is equipped with a 
furnace, his first duty is to try to sell radiator 
heat; and even when a house is equipped with 
a stove he tries first to sell radiator heat. If 
that is out of the question, he sells the Vecto 
Heater which—he explains—is not the equal 
of radiator heat but is the next best to it that 
has been attained without the use of radiators. 
He sells the Vecto at regular advertised prices, 
just as may any merchant in the community. 


To homes equipped with radiator heat, but 
having a very old boiler in the cellar, he tries 
to sell a new Redflash Boiler. 

A Messenger for Better Heating 
The important fact is that he is out ringing 


door-beils, calling on homes already built, and 
talking Better Heat to every home owner. He 
pushes Radiator Heat first, and sells a Vecto 
only when he cannot sell the other. And all of 
the radiator business that he develops we turn 
right over to legitimate members of our trade. 


Creating New, Additional 
Business for Contractors 


Here is one of the greatest assets our trade and 
industry have ever had. Thousands of addi- 
tional radiator heating prospects—all repre- 
senting mew business—will be secured through 
the efforts of these special salesmen; and all of 
this business will continue to go to our friends 
and patrons in the trade. 


It is only fair that these men be compen- 
sated for this extra radiator heating business 
that they develop, and a mutually suitable 
and equitable compensation should be ac- 
corded them by heating contractors. 


Selling Domestic Water Heaters 


One of the most important functions of these 
special salesmen is to push the sale of our 
Ideal Water Heaters. 


Some three million water heaters are sold 
in this country every year. Of these only 
about 10% are automatic storage heaters. Yet 
the automatic storage heater is far more de- 
sirable from the home owners’ viewpoint and 
offers a considerably larger margin of profit to 
merchants. 

The difficulty in the way of increased sales 
of automatic storage heaterss, again, lack of 
knowledge on the part of home owners both 
in respect to the advantages of this type of 
heater and its approximate price. 


The special salesmen working froth the 
Vecto Stores break down this difficulty by 
spreading the true facts about these heaters. 
And all this means a higher standard of com- 
fort and sanitation in American homes and 
more business and greater earnings for our 
customers. For just as in the case of radiator 
business, every order that these salesmen de- 
velop on Ideal Water Heaters represents plus 
business, because they solicit old homes only. 
It all goes to members of the trade; and here 
again a fair compensation should be accorded 
these salesmen by contractors. 
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Heating Contractor’s Greatest Asset 


This is the whole story of the so-called Vecto 
Dealer. He is really a special heating, house- 
to-house salesman. He is not in competition 
with the trade; he is one of their strongest 
assets. He is making every home owncr in his 
territory think of better heating. He is perform- 
ing a highly important role in the program 
for making the home owners of America 
radiator-heating conscious. His efforts should 
be welcomed—as they are by all those who 
understand his true purpose—and his services 
should be absorbed and utilized, as we know 
they will, by all forward-looking contractors. 


Business-getting Service 


for Our Trade 
Finally, we realize the obligation to our trade 
that accompanies such a broad and intensive 
sales-building and advertising campaign. At 
an enormous expense we have extended our 
warehouse facilities throughout the country 
to render quick, efficient, reliable distribution 
of our products to our customers, so they, in 
turn, can render the same kind of business- 
getting service to their clients. 

And we have developed and placed at the 
disposal of our patrons the most complete, at- 
tractive and effective means that any con- 
tractor in our industry has ever had offered to 
him for tying up locally with our million 
dollar national advertising campaign. 


All for the Upbuilding of 
Our Industry 


This is our policy and program of progress. 
Could there be anything narrow or destructive 
in such a program which was conceived from 
the very beginning in a spirit of helpfulness 
for the industry we love so well? It is aggres- 
sive, but it must be so to meet the new market- 
ing conditions evolved by other industries 
which, in the aggregate, are taking too large 
a share of the greater buying power of the 





public. It is comprehensive because it has had 
our profound and earnest study. Its execution 
has represented an enormous outlay of money 
but the thought of that never deterred us for a 
second. Leadership had to be assumed by 
those with the will and experience and re- 
sources to Carry out a program of progress for 
our whole industry. 


Cooperate ! 


The heights to which we can build are un- 
limited. But we must build according to a 
plan and with the utmost faith, confidence 
and cooperation on every side. 


We shall continue to refine and improve our 
equipment and bring out new products to 
meet the new demands as they arise. We shall 
continue to offer our products at fair and 
popular prices and maintain always a vigor- 
ous, enthusiastic sales-building program in 
their behalf and for the betterment of our in- 
dustry as a whole. 


With mutual faith and confidence on the 
part of every member of our profession—con- 
tractor, wholesaler, and manufacturer—each 
giving his enthusiastic, whole-hearted sup- 
port to the same ideal and the same program 
of progress, our industry will advance into a 
new era of service and increased prosperity. 
But without this union of thought and action, 
without faith and confidence on every side, 
our industry will not rise to the level of its 
great opportunity. 


Faithfully yours, 


A hua 


President 
May 21, 1928. 
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MERICAN RADIATOR COMPANY 


40 West 40th Street, New York City 
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MAKE UP RIGHT THE FIRST TIME 


JACK & 


LUINIONS 


The Jack Union is made of 
the finest air refined certified 
malleable iron. 


The seat is of perfectly 
machined high grade brass. 
Every possible precaution 
and test is made so that the 
seats of Jack Unions will be 
perfect in every detail. 
Try Jack Unions on your next 
job. You will be more than 
surprised at the time saved 
and the service given. 
Ask your jobber to supply 
you or write us. 





-AND NEVER LEAK 























THE KING UNION CO., Inc. 


HILLSGROVE, RHODE ISLAND 
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BERBECKER 


eles 7 \CTe@), 


DATENT PENDING > 
MADE IN U.S.A. 





For the bathroom with Octagon or Hex- 
agon fixtures, this rod will lend the fin- 
ishing touch. Hooks on inside prevent 
marring the finish. 





Furnished in chrome, nickel or Duco 
in colors. Write us or ask your jobber. 


The Berbecker & Rowland Mfg. Co. 


WATERVILLE, CONNECTICUT 


OSCAK C. ANDERSEN, ’ RUSSELL D. KNIGHT CO 
629 W. oe Blvd., Chicago, Ill. Authorized Agents 18 South 20th St. Philadelphia, Pa. 
N G. KELLY FLETCHER-WEIL CO 
210 E, oon St., New York City JAMES F. O'HARA & CoO., 1921 E. 7th Street, Los Angeles, Calif. 
FRANK H. KUHN, 334 Ist St., N. Minneapolis, Minn. FRANK J. RYAN. 
House Bldg., a9 906, Pittsburgh, Pa. PARK 8. HEDLEY, 12121 moma Ave., Cleveland, Ohio 


A 
. D. REED 374 Delaware Ave., Buffalo, N. Y. EO. E. COOKE CO.., 
2459 Woodward Ave., Detroit, Mich. 219 Eat 14th ee Kansas City, Mo 
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TAKE ONE APART 


Take a Dart Union apart. Now when you have 
the three pieces in your hands, study each of them well. 


First, take particular notice of the two bronze seats, 
one on each side of the joint. Bronze is used for these 
seats because rigid tests have proven it to be best. 
It will not CORRODE and will last indefinitely. The 
seats are perfectly ground to a TRUE ball and socket 
assuring an absolutely TIGHT joint when the union is 
made up. Remember this about DART UNIONS. 
The seats are right. Now, notice the heavy malleable 
iron nut. The heavy protruding shoulder supports 
the swivel and allows the union to be drawn up 
TIGHT. The ends are of sturdy Certified Malleable Iron. 


This same quality is in the entire Dart Line. Is it 
any wonder Dart Unions — Flanges — and Special 
Union Fittings have such a large following? 
















A Guaranteed Product. Try a Free Sample 


E. M. DART MFG. COMPANY 
PROVIDENCE, RHODE ISLAND 


Sales Agents Canadian Factory 
THE FAIRBANKS COMPANY DART UNION CO., Ltd. 
New York Branches Toronto, Canada 
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624-H (Patented) 


HINA 


The Material Supreme for 
bath-room equipment 
momar its sparkling beauty and per- 


manent finish will ever be the premier material 
for Bath Room Fixtures. 


As applied to Faucets, Bath Fixtures and Closet 
Fittings, DECECO has wrought this beautiful mate- 
rial into a complete line of Bath Room Equipment 
with the elimination of all exposed metal. 


There is nothing untried about DECECO All China 
Equipment. It is used everywhere with leading 
makes of Lavatories and Closets in the better grade of 
installations. Its china finish is of known permanence 
—no plating to wear or peel off—inherently clean 
and easy to keep clean—beautiful beyond comparison, 
whether in its All White, Brilliant Black, or lovely 
Colors; and most important from the practical stand- 
point, because of its patented construction, unbreak- 
able from legitimate use or hot water, 


When you install DECECO All China Equipment 
you are delivering the World’s best type—China 
Fixtures with no exposed metal, and a glazed ceramic 
finish defying use and time. 


New Catalogue “H” giving all the facts of The 
Dececo All China Line, and illustrating the most 
complete and advanced All China Bath Room Equip- 
ment should be in your files. May we send you a copy? 


THE DECECO COMPANY 


76 Batterymarch St. Boston 


‘CEC 
(Dee - See — Co) 


ALL-CHINA 
FIXTURES 


1240-H (Patented) WHITE, BLACK AND COLORS 








1120-H (Patented) 





1245-H (Patented) 
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The asphaltum covering of Mohawk 
Septic Tanks IS NOT PAINTED on. It 
is put on by a HOT DIPPING process 
that completely covers the tank inside 
and out in such a manner that the coating 
is even and free from ridges and cracks. 
This means that the protective covering 
of Mohawk Tanks will last as long as the 
tank itself and will keep the tank well 
preserved no matter what natural acids 
the ground may contain. 


The 
Handle Makes Installation 
and Adjusting Easier 














-_ 












Mohawk Septic Tanks are built to meet 
every demand made of them for sewage 
disposal. They are properly designed 
and constructed of materials that will 
justify every trust you and your custo- 
mer put in them. 












Partition —» 





7 


The Mohawk Septic Tank Co. 


Division of The Mohawk Asphalt 
Heater Co. 


Schenectady $3 New York 





Sediment 
Chamber 








a 





















This Built-in Pipe Connection is what 
revents bent and broken pipe collars. 
he inner flange eliminates any chance 

of pipe sliding in too far and stopping 

up. 


SPECIFY MOHAWK SEPTIC TANKS 
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VANDERMAN 














VANDERMAN 
HINGED VISES— MADE IN 3 SIZES 





} ALL VANDERMAN PRODUCTS ARE produced with the 
one thought in mind of supplying to the man who does 
the work, equipment that will c its part of the work. 
Vanderman Products do this and have been doing it for 
years. 


THE VANDERMAN STEEL TOOL CHESTS have long been | 
a big favorite. These chests are made in eight different 
sizes and sixteen styles. They will give a lifetime of ’ 
service. STYLE A, ONE DRAW TYPE IS SHOWN BELOW. 
SPECIAL STYLES AND SIZES CAN BE FURNISHED 
ON SPECIFICATION. 


VANDERMAN’S IMPROVED COMBINATION Bench Pipe ) 
Vise, like all other Vanderman Specialties is a leader 
_ AN because it can be depended upon to give the maximum of 
it H service. 

VANDERMAN PIPE BENDING FORM Write us and let us send you our complete catalog. 











IHU 


i) ttt 
"MWILLIMANTIC, CONN, 
Mh) i Hi 

} HE i HiT 





Manufactured and for Sale by 


The Vanderman Mfg. Co. 


Willimantic, Conn. 





VANDERMAN FOUR WHEEL CUTTER 
FOR CAST IRON AND STEEL PIPE 


























ASBESTOS JOINT LEAD RUNNER 
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OBERTSHAW 


Throttling Type Thermostats 








Made 
For with 
Side Arm Gas 
Water Openings 
Mentors Straight 
a Through 
Auto- or at 
matic Right 
Storage Angles 
Water Sizes 
Heaters 36 inch 
to 2 inch 





For Use on Either 
Natural or Manufactured Gas 


If used on Manufactured Gas, a Heater should be selected having a Burner 
which can be turned down low without flashing back in the mixer. 


Important Installation Information 
for the Plumber! 


Showing installation 


ee mee If the Boiler does not have an extra side tapping with Tube of Thesene- 
owin mstaiiatio . . tat i ted i ixix3/ 
with Tub a ‘Thorme- for the Thermostat it can be installed by using a Fanin the tawes Chun 
stat inserted in the extra - . . ; lation T ng 
Side Boiler Tapping. 1x1x24 Tee in the Lower Circulation Tapping. oe 





For Complete Information on Robertshaw 
Throttling Type Water Heater Thermo- 
stats, Write for Circular Form R-4. :  : 

















ROBERTSHAW 
THERMOSTAT COMPANY 


Youngwood, Pa. 





OIRT TRAP 


ROBERTSHAW fam 
THERMOSTAT 





‘‘Manufacturers of Thermostats Sinee 1899"’ 
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C & “ SHOWER DOORS 
& SHIELDS 
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C & S Shower Bath Shield 


PATENTED 

















eh be EP 
tre a) i” mig an . 2 
3 a ee a 











Suggest Them for Every Job ~~ noncoreit Model Docs 
PATENTED 
You can make many additional sales if 
you will suggest C&S Shower Doors and 

Shields to your customers when you are C & S SHOWER 

installing bathroom equipment for them. DOORS & SHIELDS 

C & S Doors and Shields are furnished SS 

signe ' IN CHROMIUM 
in nickel plated brass, nickel silver or PLATED 

gleaming chromium plate. NICKEL SILVER 


Chromium particularly appeals to the 
home owner because it never tarnishes, 
will never rust or chip off. Only the best 
of heavy plate glass is used and it is se- 
curely mounted so as to be water-tight. 





They are reasonable in price. Write us and 
let us give you complete information. 












































CRIST & SCHILKEN COMPANY 


500-508 37th Street, Pittsburgh, Pa. 
A aR RR RE: 2 LITE CREE (CLE ERA REE: UT ANIME 
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Williams Oil-O-Matic Dealers 
aren't all super-salesmen...then why are 


more homes heated by Oil-O-Matic 





than by any other oil burner? 


It must be 





Burner! 


IMPLER, quieter, more efficient, 
S needs less service attention. Any 
wonder the new improved model “J” 
Williams Oil-O-Matic dealer organi- 
zation is growing daily, while sales 
are mounting swiftly ? 

Strong advertising help—a nation- 
ally famous name—a still finer product 
— whole-hearted factory co-operation 











ce 





New Model J 


LOMA’ 


LOMA! 


Bye: = 


B as) 


pS 
st = o* s 
. ——— 


—§isn’t that your idea of an ideal con- 















nection for any dealer to make? 

A new development, announced to 
Williams Oil-O-Matic dealers at the 
Fourth International Williams Oil-O- 
Matic Sales Convention at Bloom- 
ington in June, removes the last ob- 
stacle to selling oil heating to every 
home owner. Let us tell you about it! 







WILLIAMS OIL-O-MATIC HEATING CORPORATION 


Bloomington, Illinois 


| WILLIAMS OIL-O-MATIC HEATING CORP. D.-E.-6-8 
| BLOOMINGTON, ILLINOIS 
| Please send me full information on the Williams franchise 


Name 










Street Address 





City 


State 





eT ee eee 
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MOTT 








19 28 


Me igaeeenBanenannes 


° 
* oo ee a 
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Beare neeeenas a iG 




















Announcement 


HE NEW MOTT ORGANI- 
ZATION announces a record 
of achievement in volume produc- 
tion, orders taken and shipments 


= ee eee a: te eee 
sie PPE recent fe een fi] made in the past six months, 


=< whichexceedsall previous figures 


- — 
- 


Gueu Motors Building—Detroit | in the history of MOTT. 


MOTT EQUIPPED 




















It 1s very gratifying to the new 
company to see by actual results the hearty support of the 
many old Mott friends, the large number of new accounts, 
and the increased volume of business. 


A partial list of recently equipped Mott buildings is as follows: 


0 ee ee eT Detroit ar si hateinewn etal te axe wees Brooklyn, N. Y. 
Baldwin Locomotive Works................... Eddystone, Pa. rains a és ba04 ah 45 Ono 0bo ak Kee Clifton, N. J. 
STEREO OC CETTE CEE, Newark, N. J. EE ee ee ee ree eee Elizabeth, N. J. 
EE ee Boston CE ee College Point, N. Y. 
0 ee Washington, D. C. French General Hospital & Home............. New York City 
Coeemaee GOGGr GS AS WOME. ....0. oc cisvcecsospevcces Detroit Fordham Hospital................ iatencetnawe Bronx, N. Y. 
Consolidated Gas Co. Bldg....................New York City a al ha ik ae alg ol Utica, N. Y. 
EE ee rr Atlanta, Ga. ee Bryn Mawr, Pa. 
CN EE ee ee Tee Buffalo, N. Y. Presbyterian Hospital.................. cece; Newark, N. J. 
a ren en ae Mattoon, Il. ee ec uu ss ¥ Seek e sea eeea Cincinnati, Ohio 
Galbreath & Leonard Apts..................-- Columbus, Ohio Metropolitan State Hospital................. Waltham, Mass. 
a ds i wince wi ei in wo Battle Creek, Mich. EE nee Newton, Mass. 
SS en tices seness 56006 s saweneeeen Buffalo, N. Y. REND DP UOUGNe BEORMOCEE . . 6... cece cccescees Newark, N. J. 
Nevius Township School................0.s008. Fontanet, Ind. ts icc ccw ew esccececeesees Waukegan, III. 
EL, 0's-6. cc Veeeede bake 4 eeeeeeesesaes Roslyn, N, Y. Abington Institution & Hospital................ Abington, Pa. 


The increasing volume of business is being handled without interruption, due to 
increased facilities and many new improvements which have already been effected 
by the new company. 


J. L. MOTT COMPANY, Inc. 


Trenton, New Jersey 
PLANTS: 
Trenton, New Jersey OO Louisville, Kentucky 


Representatives in all principal cities 
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FOR THE TALLEST BUILDINGS 


Strength Where 
Strength 

is Needed 

Most 


Patent Pending 


~~ 





Ws 


L4 





Ww hat a difference 


in SOIL PIPE... 


Architects and engineers can safely specify 


Reinforced Hub 
and Led-LoK 
Groove 
The Led-LoK is the 
one lead groove 
worthy of NUHUB 
soil pipe. This lead 
groove—on all 
“Central Foundry” 





NUHUB soil pipe for soil lines, waste lines, leader 
lines, vent lines, house drains and house sewers 
in the tallest buildings—no matter how many 
stories high—with complete assurance that it 
meets all present day requirements of expansion 
and contraction. 


NUHUB is the soil pipe with the bead at the 
base of the hub. This bead assures double 
strength where the hub and the barrel of the 
pipe meet—where strength is needed most. 


NUHUB is also a protection against error and 
substitution. The ‘‘bead at the base of the 
hub”’ is a permanent and a distinctive mark of 
identification that can always be seen after the 
pipe is installed. 

Plumbing inspectors and plumbing contractors find 
the problem of calking for water or air test reduced to a 
minimum. NUHUB permits lead joints to be thoroughly 
calked without splitting hubs. 

Jobbers have less breakage in handling because NUHUB 
is stronger. . 


Every length of NUHUB soil pipe is tested under . 
fifty pounds hydrostatic pressure. 
Price no higher than that asked for old style pipe. 





soil pipe for the past 
fifteen years—is re- 
tained in NUHUB 
pipe. The lead 
can't work loose. 














OLD STYLE 


SOIL PIPE 
Compare photo 1 
with photo 2. Note 
thin easily broken 
wall at base of hub 
in old style pipe. 
See how this glaring 
weakness has been 
eliminated in 
NUHUB pipe. 











HALE MA 


For sale by jobbers of plumbing supplies. 


SOIL PIPE 


Specify NUHUB! Use NUHUB! 


Look for the Bead at the Base of the Hub 
and the Led-LoK Groove inside! 





THE CENTRAL FOUNDRY COMPANY 


AND ASSOCIATE COMPANIES: ESSEX FOUNDRY, CENTRAL RADIATOR COMPANY 
MOLBY BOILER COMPANY, INC. AND CENTRAL IRON AND COAL COMPANY 
SUBSIDIARIES OF THE UNIVERSAL PIPE AND RADIATOR COMPANY 


General Offices: Graybar Building, Lexington Avenue at 43rd Street, New Y ork 


Atlanta Birmingham Boston Brooklyn, N.Y. Chicago 


Newark, N. J. 





Also manufactured under special agreement by ESSEX FOUNDRY, NEWARK, N. J. 





Mention Domestic ENGINEERING when writing advertisers. 








San Francisco 








32 




















THE 


CHANIN 
BUILDING 
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The answer vs 


‘Only Quality Could Serve!” 


When the owners and builders of New 
York's new fifty-six story skyscraper, 
The Chanin Building, were solving the 
mammoth problem of heating such a 
structure they were forced by their own 
experience to select the cast iron steam 
fittings carefully. 


















| 

{ 

to re 
New York City | | 

| it) 

s 






































be auartsas4 


wet? 4 guy 





t 


Hi  .. our ) ran hes 


Sate 





tractor: Louts Black, 106 Court St., 


Hudson Steel and Iron Co., 60 C *hurch St, New Yor 













wr" oe : 


Archtiects: rari & Robertson, New York C ity. Plumbing Con- 


The answer to the many questions con- 
fronting them was: “Only Quality can 
serve. 





It isn't any wonder then, that Semler 
Fittings are being used in this important 
job. Quality is built into every line of 
them. 

















Semler Products consist of a com- 
plete line of Cast Iron, Steam, 
Drainage, and Flanged Fittings. 
Write for our new catalog “D.* 


SEMLER COMPANY 


JEANNETTE, PENNA. 











Brookiyn, New York. Jobber: 
k Cty. 
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“Domestic 
Engineering”’ 
always car- 
ries more 
identified pic- 
tures of a 
national con- 
vention than 
any paper in 
the field. 




















“I know of 
no other 
gathering of 
trades crafts- 
men where 
such fellow- 
ship prevails.” 
—Jere Shee- 
han, Jr., pres., 
N. A. M. P. 











“Like father, like son,” seems to be clearly borne out in the fact that Jere Sheehan, Jr., has this year been elected to the 


presidency of the National Association. 


HOUGHTFUL observers of the industry’s prog- 

ress will find a note of confidence in the thought 
that the “father to son” idea persists in the industry. No 
compilation has ever been made of the number of firms 
in our field where the business has been in the family 
for two or more generations—but it is a sign of health 
that there are many such instances. Stability of business, 
as it was enjoyed in the older countries before the World 
War, rested largely on a tradition of fine craftsmanship, 
handed down from father to son. We may very well feel 
that the election of Jere Sheehan, Jr., embodies a tradi- 
tion of service to the industry passed on from the older 
generation. 





URING the past year we have heard 
representatives of the National Asso- 
ciation frequently urge members of state 
organizations to read carefully the minutes 
of the annual national meeting. The advice 
may well be repeated here, in the light of 
the recent meeting, with its many committee 
reports, the reports of the officers for last 
years administration, and the business 
conducted on the floor of the convention 
hall. In no other place will members of the 
industry find so complete a resume of the 
progress of the association from year to 
year, and so keep themselves in touch 
with that progress so that his own business 
policies may be shaped accordingly. It may 
be true that the industry could exist without 
the association; but it is equally certain , 
that it could not enjoy any of the advan- 
tages which have been won through con- 
certed action. We urge, therefore, that the 
report in this issue be read now while the 
convention is “news so you may know the 
latest developments in national policy. 


ee 

NCE each year the staff of “Domestic Engineering” 
O takes up the really heavy task of getting what we 
know as “the convention issue” to press. It entails hours 
of special work in which routine matters are forgotten 
in the fascination of watching the big issue shape itself 
out of the great mass of material which comes into the 
Editorial Offices from the convention city. It’s a big job 
—but a fascinating one. 


There is a record here of family service to the 
industry of which not only the family, but the industry, may be proud. 


Your Edler 


AYSP. J. BRODERICK, of Redondo Beach, Calif, 

about Your Weekly: ‘To say that I am interested 
in your paper is putting it mildly. Words fail to express 
the pleasure I take in going over all the plumbing news 
and the different questions and answers.” 





HE exhibits of plumbing 
fore at successive na- 
tional conventions tend to 
tax the vocabulary more and 
more. As one of the staff, 
who was at Memphis, said, 
holding up a picture of a par- 
ticularly striking booth: “How 
can you find words to describe 
that booth?” Nor are prac- 
tical matters slighted in these 


exhibits —as you will find 


from our complete story of 
the many booths set up at 
Memphis, 





HE many-sided story of the convention will be ot 

interest to those of our readers who were not able 
to go to Memphis. Discussions of matters which will 
affect every business in the industry took place—they are 
reported fully. Suggestions for the betterment of con- 
ditions were brought up—they are reported fully. What 
you, as a reader want to know about your national con- 
vention—you will find it reported fully in this issue. 





EXT week, when the convention 
N flurry has settled we will go back 
to producing those other helpful pages, 
which appear each week. “The 80 to 1 
Market” will be the title of the Plumb- 
ing and Heating Merchandising Section 
in next week’s issue—practical, helpful 
stuff for the man seeking to build his 
business. Also the report of the meet- 
ing of the American Society of Heating 
and Ventilating Engineers. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 
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HERE IT IS! 
THE PERFECT PIPE 
REAMER AND 
A “TOLEDO” 





The new “TOLEDO” Ratchet Pipe Reamer, capacity 
‘ 32 to 3 in., inclusive, is the last word in pipe tool perfection. 


It has many superior features; the cutter blades cast 
solidly in the head, are ground with proper clearance for each 
size of pipe, providing easier cutting, and made of high speed 
steel, will outwear ordinary blades. Readily re-sharpened, or 
the entire head replaced at moderate cost. 


The hand grip is unique and easy to hold the tool in posi- 
tion while reaming the pipe. The polished tubular handle 
is light in weight and unbreakable; the ratchet head 1s over- 
size and enclosed, assuring longer life to the ratchet parts. 


You will find the new “TOLEDO” $ 5 So 6 O 








Ratchet Pipe Reamer a better and 
more satisfactory reamer. Order one 


| 3 from your jobber today at the low net (eee 95) 
: ¥ price of ae e eee CSCO SRE CHA SCC OKDHS OS or your jobber’ s stock 


NO BETTER TOOLS ARE MADE THAN 


JUST FIVE PRINCIPAL PARTS TO A et 99 
‘“‘TOLEDO”’ PIPE REAMER. EASY TO Sa 





RENEW. NO NEED TO BUY A COM- 
PLETE NEW TOOL. 


THE TOLEDO PIPE THREADING MACHINE CO. 


Toledo, Ohio New York Office: 72 Lafayette St. 
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A Continuous Record of Accomplishment 


UST 36 years ago, in the city of Washington, 

D. C., a Jeremiah Sheehan, of St. Louis, Mo., 

was elected president of the National Association 
of Master Plumbers. Last week, in Memphis, another 
Sheehan, Jere, Jr., became the first son ever to follow 
in a father’s footsteps to the highest honor within the 
association’s power to confer upon a man. 

Those who saw Jere Sheehan, Jr., take the stage 
amid the cheers of an assembly of men who had voted 
unanimously to have him lead them and heard him ac- 
cept the honor with sincere appreciation of all it meant 
in tribute and in responsibility could not fail to recog- 
nize a succession which embraces the basic reasons for 
the success and progress of the National Association 
of Master Plumbers. Continuity of purpose, continuity 


these are the foundations of 





of fundamental policy 
effective organization. And such continuity is the very 
essence of a succession such as that of Jere Sheehan, 
Jr. A successful business man himself, an earnest as- 
sociation worker, he needed no father in the back- 
ground to win him his high place, but undoubtedly in 
his heart and mind there lives something of that father 
and predecessor—and his succession, therefore, to the 
presidency is influenced by a closer personal rela- 
tion than any which has gone before. 

I’very successor to the presidency has had the in- 
fluence of the examples of every predecessor. That 
is why, as we say, the association has functioned so 
efficiently to rise to its present position of power. 
Those men who organized the National Association of 
Master Plumbers 46 years ago live in the reputation, 
“They Builded Better Than They Knew.” And this 
motto is true only because those who have followed 
them have clung to their ideals and aims. The entire 


history of the association is in the lives of its leaders. 
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We wish, therefore, and confidently prophesy tor 
Jere Sheehan, Jr., a successful administration. He has 
a capable help-mate in John A. Quinn, of Philadelphia, 
elected to the vice presidency. He is steeped in‘the 
best traditions of the industry and ready to serve it 
with the best within him. He is well fitted to perpetu- 
ate the association’s existence in the service of man- 
kind and to make it a means for elevating the plumbing 
industry to even a higher place of influence and honor. 

Under the guidance of the 41 presidents who have 
headed the National Association of Master Plumbers 
in its 46 years of existence, a record of achievement 
has been written. The presence at its conventions year 
in and year out of leading master plumbers from every 
section of the country must be due to the fact that they 
set something of benefit for their business from asso- 
ciation with other successful men, from the discussions 
on the convention floor and from the intimate knowl- 
edge of what the association is doing for their indus- 
try which attendance gives them. Those who were at 
Memphis, for instance, will go home with data on 
hospital plumbing that alone repgid the trips of many 
delegates and members, judging from comments on 
this subject. They will go home with a clear idea ot 
modern business trends, merchandising and competi- 
tion from the report of the trade relations committee 
and the discussions thereon. And they will go home 
with a personal acquaintanceship with many leaders in 


the manufacturing and wholesale branches of the in- 





dustry—always a good thing. 


The National Association of Master Plumbers is a 
unique organization. Its scheme of operation is unique 
among trade associations. And its record of accom- 
plishments is unique in its fullness and satisfying in its 


effectiveness. 





Four thousand Memphis school 
children contribute essays to the 
‘“Batha Day Contest—Colorful 
exhibits draw many interested 
visitors— Two new scholarships 
awarded at Carnegie—Retiring 
president reports gain in mem- 
bership during the past year 


Jere Sheehan, Jr. 
newly elected 
national president 


emphis Entertains 


T HIRTY-SIX years after Jeremiah Sheehan of St. Louis, Mo., was selected 





at Washington, D. C., to serve as chief executive of the National Asso- 

ciation of Master Plumbers, his son Jere Sheehan, Jr., was elected presi- 
dent. It marks the first time that a son has succeeded his father as head of 
the organization which in meeting at Memphis, Tenn., on June 19 to June 22, 
was holding its 46th annual convention. 

And as another guide to the continuity of interest which so many of its 
members take in its activities, 16 of the 20 living past presidents of the 
Association were present at the Memphis convention. 

To serve with President Sheehan, the delegates selected John A. Quinn of 
Philadelphia, who has been nationally known for some years past as the active 
head of the committee on apprenticeship. But even prior to assuming this 
task, Mr. Quinn has been a part of important national, state and local associa- 
tion work, frequently im official capacities, and his elevation to the second most 
important national post was in recognition of those years of service. 

Alfred C. Eynon of Canton, Ohio, a past national president, was again elected 
treasurer, having filled the past two terms. President Sheehan selected E. L. 
Penfrase of St. Louis as national secretary. 

The convention voted to go to Buffalo, N. Y., for its 1929 meeting. 

The resolutions adopted at this meeting include those which call for a study 
of the cost of maintaining permanent headquarters, which oppose the publica 
tion of installed prices in general advertising, which open the way to a revision 
of the by-laws, which give force to several recommendations of the educational 
and standardization committees and which provide for a more clearly defined 
control of responsibility for the entertainment and exhibition at future con- 
ventions. 

Many manufacturers again took the opportunity offered by the convention 
to display their products at the exposition held in the same auditorium at 
Memphis where the delegates met for the business sessions. These displays, 
while not quite as numerous as in 1927, were representa- 
tive of the latest trends in design, style and mechanical! 
development. And again the executives of many of the 
principal manufacturing companies, wholesale firms and 


Top pieture: A. C. 
Kynon of Canton, 
Ohio, re-elected na- 





tional treasurer. Bot- organizations of manufacturers and wholesalers attended 
tom picture: E. L. the convention and listened to the deliberations. 
Penfrase of St. Louis, : te ai 
A new note in association progress was sounded a’ 
appointed national : ; 
secretary the Memphis convention when the results were an 
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Jere Sheehan, Jr. of St. Louis 
elected to presidency— John A. 
Quinn of Philadelphia elected 
vice-president —Committee_re- 
ports indicate progress in many 
lines —Test city campaign de- 
scribed to delegates—New 
plumbing text book is discussed 


John A. Quinn, 
newly elected 
vice-president 





isi46th Annual Convention 


nounced of a special contest for school children of Memphis. Using ‘‘The Story 
of the Bath’”’ as the source of their information, 4,000 Memphis children con- 
tributed essays in this successful contest. As one of the judges announced, this 
was the most effective campaign for better sanitation and better plumbing ever 
held in that city. The prize winner was presented and read her essay. The 
success of this plan resulted in the passage of a recommendation that a 
similar contest be held from now on in each convention city, just prior to the 
annual meeting. 

Another highlight was the report by Chairman Frank J. Fee of the scholar- 
ship committee which disclosed the success met in establishing two more 
scholarships at the Carnegie Institute of Technology. Paul Blyler of Lykens, 
Pa., won the Ladies’ Auxiliary-Theodore Ahrens scholarship, and J. D. Mac- 
Kenzie of Chicago, won the Kohler of Kohler scholarship. Mr. Fee reported 
his committee’s decision to work for a scholarship fund of $135,000 which 
would maintain eight scholarships, and the convention instructed the new board 
of directors to devise means by which the association could assist in meeting 
the additional requirements. . 

The reports of the apprenticeship, conference, educational, standardization 
and trade relations committees revealed the great amount of work which had 
been carried forward during the past year. Chairman Drake of the standard- 
ization committee told of the progress of work on a code of minimum require- 
ments for large buildings which added to the present code for dwellings would 
give a universal code for the entire country. 

The trade relations committee analyzed the progress of the industry, sug- 
gested topics for discussions and approved the work being carried on by the 
Plumbing and Heating Industries’ Bureau. 

The tenth annual convention of the Women’s Auxiliary was held simulta- 
neously and was well attended. Also meetings were held of the plumbing 
association secretaries, and special dinners by the past presidents and by state 
presidents. E. D. Hornbrook was elected president of 


the Past Presidents’ Club. Top picture: Retir- 





The local Memphis association, aided by many from 
the Tennessee organization, had worked hard to provide 
a suitable schedule of entertainment and to insure a 
smooth running convention. A number of committees 
had been organized, given specific duties, and these mem- 
bers were in evidence at all times to insure that the 
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ing President Thom- 
as F. Nolan of Al- 


bany, N. ¥. Bottom 
picture: James s. 
Cassedy of Cam- 


bridge, Mass., chair- 
man of the resolu- 
tions committee 














visiting delegates and guests were properly assisted in 
To add to the entertainment, full size bands 
were brought to Memphis by the Standard Sanitary Mfg. 
Co. and the Kohler Co., and in parades and special con- 


certs entertained those at the convention. 


every way. 


CONVENTION COMMITTEES 

RESIDENT NOLAN appointed the following commit- 
P:... to take care of the convention business:—audit- 
ing, Wm. F. Mylander, Baltimore, Md., chairman, James 
H. Lutz, Jr., Harrisburg, Pa., and E. B. Kleine, Cincinnati, 
Ohio; credentials, F. J. Praechter, St. Louis, Mo., chair- 
man, George W. Frank, Buffalo, N. Y., S. E. Scholze, 
Birmingham, Ala., J. K. Lecroy, Hot Springs, Ark., and 
L. R. Friend, Milwaukee, Wis.; resolutions, Jarnes S. 
Cassedy, Cambridge, Mass., chairman, David Roberts, 
Cleveland, Ohio, Alexander Coleman, San Francisco, Calif., 
William Loftus, Atlanta, Ga., and Harry Sugarman, New 
York, N. Y.; memorial, George F. Uber, Philadelphia, Pa., 
chairman, A. F. McLain, Fort Worth, Tex., and Arthur 
Lahr, Lafayette, Ind.; reading clerk, Joseph W. Cannon, 
Chicago, Ill.; sergeant-at-arms, Lew Tisdale, Memphis, 
Tenn.; assistant sergeant-at-arms, Thomas Craven, Mem- 
phis. 

Special memorial committees were named for William 
McCoach and Daniel G. Finnerty. The William McCoach 
memorial committee consisted of George F. Uber, Phila- 
delphia, Pa., chairman, Wm. H. Doyle, Philadelphia, Pa., 
F. J. Fee, New York, N. Y., S. F. Wilson, Newark, N. J., 
and E. D. Hornbrook, Kansas City, Mo. The Daniel G. 
Finnerty memorial committee comprised David Craig, 
Peabody, Mass., chairman, James S. Cassedy, Cambridge, 
Mass., Thos. J. Tierney, Providence, R. I., F. B. Lasette, 
New York, N. Y., and Charles J. Boyd, Chicago, IIl. 

The second of the resolutions put before the convention, 
bearing on the text book on plumbing issued by the 
Plumbing and Heating Industries’ Bureau, when read by 
James S. Cassedy, Cambridge, Mass., reso- 
lutions committee, with the suggestion of his committee 
was the subject of rather sharp discussion. This recom- 
mendation in effect was that in view of the fact that all 
text matter of this character sponsored by the Bureau has 
the approval of the apprenticeship committee, it seemed 
well to return it to that group for further review. 

Frank J. Fee, New York City, in explanation of the criti- 
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cism made of the book by the New York state association 
where the resolution originated, said “The text book 
should be brought up to date, as it goes back thirty 
years.”’ He further stated that it is the task of the schol- 
arship committee, of which he is chairman, to read all 
books on plumbing. He also said that among other things 
it gives an obsolete method of setting closets, approves of 
earthen pipe being installed inside buildings and implies 
that a privy is sanitary. 

John A. Quinn, chairman of the apprenticeship com- 
mittee, in reply outlined the work and function of his 
group and explained that they prepared the book, using 
as a basis the text material obtained from the Dunwoodie 
Institute. They then asked that it be reviewed, sending 
out 425 letters urging that criticisms and suggestions be 
made. From these only two replies were received. Mr. 
Quinn also called attention to the fact that his group had 
received many testimonials regarding the book. Concur- 
ring in the request that the book be returned to his com- 
mittee, he pointed out that no text matter is modern five 
years after it is written. 

Mr. Fee again on the floor, stated that no criticism or 
reflection on the work of the ap- 
prenticeship committee was 
intended and suggested 
that members of the 
national associa- 
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tion contribute paragraphs for the compilation of a new 
book. Thus there would be the total experience of the 
association members at the disposal of those charged 
with this exacting piece of work. 

David Craig briefly described how difficult it is to gather 
data and write a book. He also said that in his opinion 
boys taking up the work of plumbing should know how 
old installations were made and even though shortly after 
its completion some parts of a book are out of date it is 
still valued as history and should be amended from time 
to time. 

The’ resolution 
adopted. 

A proposed amendment to the by-laws covering the 
transfer of membership from one state to another and 
governing the establishment of branch offices by a member 
in his own or another state was returned by the resolu- 
tions committee with the suggestion that no new legisla- 
tion is necessary. 

This recommendation was concurred in by the delegates. 
This matter has been discussed at a number of state 
conventions this spring. It was voted to amend the con- 
stitution so that master plumbers 

in territories and possessions 
of the United States may 
be admitted to mem- 
bership. 


committee’s recommendation was 





taken at the national convention 
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Lo Study Permanent Office Plan 


wd 


Resolution No. 7, covering a proposed study of the 
question of a permanent headquarters for the National 
association as well as opening the way for a revision of 
the by-laws, provoked some discussion. 

This resolution was presented by the trade relations 
committee, consisting of E. D. Hornbrook, chairman, Frank 
B. Lasette and A. C. Eynon. As originally proposed, it 
called for the appointment by the incoming president of a 
committee of three past presidents to investigate the cost, 
maintenance and location for permanent headquarters and 
for the presentation of its findings before all state con- 
ventions for voting in order that at the 1929 convention 
the votes of the different state organizations could be 
tabulated and presented. 

The resolutions committee desiring to give the president 
more latitude in selecting the members of his committee 
changed the recommendation so that the committee would 
consist of five members, one of whom is to be the national 
president and none of whom necessarily must be a past 
president. The selection of a location which the original 
resolution had required to be a unanimous one, was left 
to a majority vote of the committee. 

The Resolutions committee also added to the resolution 
a paragraph from an earlier resolution which would per- 
mit this committee to make suggestions for revisions of 
the by-laws. 

Much of the discussion on this resolution centered 
around the question of tying the two points together. 

William J. Flynn of New York City made the suggestion 
that if the committee in its findings favored the establish- 
ment of permanent headquarters, consideration should be 
given to Washington, D. C., as the location because of the 
increasing importance of legislative activities of the asso- 
ciation and because it would afford a convenient location 
for meeting senators and representatives. 

W. F. Mylander of Baltimore, Md., opposed the recom- 
mendation, feeling that it was an entering wedge to the 
establishment of a new plan of conducting the organiza- 
tion which had successfully functioned for forty-six years. 
He felt that the action taken a year or two ago providing 
for a permanent executive clerk was sufficient and that 
varrying through of the permanent headquarters idea 
would mean a high-priced manager, whereas he preferred 
that the president of the National Association of Master 
Plumbers should always be its directing force. He called 
attention also to the mounting cost of operating the 
organization. 

Frank J. Fee pointing out the organization was forty- 
six years old this month, asked whether its founders had 
been forty-six years ahead of the times or behind them. 
He credited the organizers with having done a splendid 
job but felt that their work now must be fixed up. As 
suggestions for a revision in organization practice, Mr. 
Fee brought up the point of a nominating committee so 
that men for national offices could be drafted for their 
positions, he said, rather than seeking them. 

A. C. Eynon pointed out the trade relations committee 
had put in considerable work on this recommendation. 
He said that he personally had always opposed a perma- 
nent office and would again oppose it on the same basis 
as it had previously been advocated. He felt, however, 
that the National association is going to need a central 
place or headquarters. It does not need a manager, but 
‘ather an individual who will work for the board of di- 
rectors, as the board and the officers must retain the man- 
agement of the association. He felt that there was merit 
in the plan for a permanent headquarters, properly con- 
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N. J.; H. O. Green of Tulsa, Okla.; 


trolled. Mr. 


Eynon also urged that the past presidents, 
because of their experience, should compose this com- 
mittee and that the committee itself either personally or 
through representatives should present the subject for 
discussion at all state meetings. 

H. O. Green, Tulsa, Okla., felt the subjects as brought 
together by the resolutions committee were deserving of 


a separate analysis and vote. Mr. Green strongly opposed 
any idea of a nominating committee feeling that the plan 
of selecting officers by delegates from the floor was more 
democratic. 

E. D. Hornbrook expressed the opinion that if the per- 
manent office plan had been adopted at the Portland, Ore., 
convention three years ago, the National association would 
now be in a stronger position. He felt that such an office 
would permit the association to work with other organi- 
zations in the industry to better advantage. He does not 
feel that such a change would alter the operation of the 
national association in any manner as the directors and 
officers would still be the controlling factors. 


NATIONAL DIRECTORS 
R. G. Thomas of San Antonio, Tex.; Albert B. Dibble of New 
Haven, Conn.; F. A. Beier of St. Paul, Minn.; Andrew Taaffe of Newark, 
Cc. J. Kelly of Portland, Ore. 
row: W. E. McAndrew of Tampa, Fla., and F. C. Dorsey of Baltimore, Md. 
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Mr. Flynn expressed the opinion that a nominating com- 
mittee is a self-perpetuating institution and expressed the 
hope that delegates to a national convention would never 
find themselves in a position of having such a committee 
tell them who the new officers were to be. Mr. Fee in 
reply advanced the suggestion also that this committee 
should study the question of having three or four vice- 
presidents to assist in the direction of the affairs of the 
association. 

The resolution was adopted carrying with it the obliga- 
tion for the new national president to appoint a committee 
of five including himself to study the question of a per- 
manent office and of a revision of the by-laws and report 
its recommendation to the Buffalo convention. 

Resolution No. 8 as submitted by the Minneapolis Re- 
tail Plumbers association urged the National Association 
of Master Plumbers to establish a national uniform code 
of plumbing standards and a plan of certified plumbing. 
It referred to this work as done by the Heating and Piping 
Contractors National association. The resolutions com- 
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mittee in its report recommended that this resolution be 
referred to the incoming board of directors for study. 
The recommendation was approved by the convention. 
Resolution No. 9 urged that the bureau of standards of 
the department of commerce undertake an investigation 
for the purpose of obtaining data on the peak load on 
drainage systems of high buildings. This resolution was 
taken from the report of the standardization committee 
and was approved. 
Resolution No. 10, after 
reciting the record of the 
permanent injunction which 
was entered against the Na- 
tional association in May, 
1917, by the federal district 
court of western Pennsyl- 
vania, urged that no action 
be taken by the Association 
bearing on trade relation- 
ship without previous ap- 
proval by the various gov- 
ernmental departments, that 
the president and board of 
directors confer with proper 
governmental officials to se- 
cure approval of plans, pol- 
icies, resolutions, or other 


treasurer), E. D. 








TRADE RELATIONS COMMITTEE | 
A. C. Eynon of Canton (who was re-elected national | 
Hornbrook 
chairman, and Frank B. Lasette of New York City 
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“That inasmuch as our conventions are held for the 
discussion of business and other problems of our craft, 
and the further fact that the time alloted us to transact 
and properly complete the business as laid down in our 
convention programs is usually taxed to the limit, so much 
so that things often have to be rushed, it is reeommended 
that the entertainment features of our convention be 
limited to the minimum; and that the incoming board of 
directors take this matter under consideration with a view 
of fixing some limited plan 
of entertainment for future 
guidance of local associa- 
tions of the convention cities 
in question, the board decid- 
ing as to how much enter- 
tainment should be provided 
and how it is to be paid for. 

“That all future exhibits, 
held in connection with our 
| annual conventions, be man- 
| aged from the national office. 

“That a bill be prepared 
for introduction in congress, 
similar to the old Taggart 
bill, providing for the sepa- 
ration of plumbing and 
heating from the _ general 


of Kansas City, Mo., | 











activities of the association, 

and that the final court decree of May 19, 1917, be printed 
in pamphlet form and mailed to each member. This reso- 
lution was approved. 

With the action taken during President Wilson’s admin- 
istration in mind, the resolutions committee recommended 
that it was unnecessary, as a resolution asked, to instruct 
the incoming board of directors to start action in having 
the permanent federal injunction under which the asso- 
ciation now labors dissolved. The injunction was imposed 
to insure the observance of -the Sherman anti-trust law. 
The appointment made by President Wilson is functioning. 
Therefore, the convention concurred in this recommenda- 
tion of the committee. 

In the annual report of the president, as presented by 
President Nolan, a number of recommendations were made 
which were reported on later by the resolutions committee. 

One recommendation that applicants for 


future conventions of the National associa- — — 


tion be required to submit their invitations 
in writing, with a full outline of what they 
had to offer, was voted down as impractical. 
The five following recommendations were 
adopted on motion by the chairman of the 
resolutions committee: 
































Left: Fred W. Quinter of Washington, D. C., chair- 
man of the national conference committee. 
Frank J. Fee of New York City, chairman of the 
national scholarship committee. Right: George H. 
Drake of Buffalo, N. Y., chairman of the national 
standardization committee 
| 


a A 
contract in specifications for 


all federal building construction. 

“That the National association affiliate with the 
Modernizing Bureau of the Building Industries of which 
Walter J. Kohler is president. 

“That a Prize Essay contest, similar to the 
held among the pupi!s of the grammar grade and high 
schools of Memphis, be arranged under the auspices of 
the National convention cities in the 
future, for the purpose of disseminating the message of 
sanitary plumbing among the youth of the cities in ques- 
tion, as well as in the interest of the plumbing trade. 


Home 
one just 


association in all 


SCHOLARSHIPS AWARDED; $135,000 IS GOAL 

HE report of the scholarship committee was read by 
‘Eee J. Fee, New York, N. Y., chairman. A great 
work has been done by Mr. Fee and his associates, as is 
evidenced by the report published elsewhere 
in this issue, but Mr. Fee made a plea for 


| even greater efforts to help him raise 

| $135,000, of which $102,035 is now on 

| hand, for with that amount a program may 

| be completed that will support eight scholar- 
ship students at Carnegie Institute of 
Technology. 
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and the year prior to that $6,000. On motion of Frank 
B. Lasette, the board of directors of the National asso- 
ciation are to take under advisement this question of rais- 
ing the balance of the scholarship fund, and are to devise 
a plan by which the deficit can be met. 


APPRENTICESHIP PROGRAM PROGRESSES 

UDGING from the report of the apprenticeship com- 
J mittee, made by John A. Quinn, Philadelphia, Pa., 
chairman, the last year has been marked with greater ac- 
complishments than any other like period in the history 
of the development of a national program of apprentice- 
ship. Contractors, journeymen and manufacturers are 
showing encouraging interest and co-operation, according 
to Mr. Quinn. The program of work next year contem- 
plates the launching of a national program of technical 
research for the plumbing industry, increased emphasis in 
the development of training programs for journeyman 
plumbers and assistance to state departments of vocational 
education and state educational institutions in providing 
a foreman training service, instructor training service and 
two- or three-day short courses for master plumbers. This 
report in full will appear in a later issue of “‘Domestic 
Engineering.’’ 





STANDARDIZATION COMMITTEE ON JOB 

NE of the hardest working committees of the Na- 
() tional Association of Master Plumbers is the stand- 
ardization group, under the leadership of George H. Drake, 
Buffalo, N. Y. Its report at this convention was the most 
lengthy of all committee reports, due to the amount of 
work which passed through its hands in the last twelve 
months. Mr. Drake himself, or one of the members ot 














CALIFORNIA his committee, was present at every meeting held by the 
Top row: L. J. Kruse of Oakland, president of Cali- || Division of Simplified Practice of the Department of Com- 
fornia association. Second row: John L. E. Firmin, | merce, Washington, and by the American Engineering 
benernry member of national association, Alexander Standards Committee, at which questions were discussed 
Coleman, past national secretary, and Albert J. Wil- ‘ , : , > : 
son, past national president, all of San Francisco. | as to the simplification and standardization of plumbing 


‘Lower row: J. E. Cottier and E. C. Cottier, both of | 
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f 
| 
| 
| 


| 
During the last year arrangements were completed to 
start two more boys this fall on scholarship courses. Ap- | 
plications for these scholarships were received from every i 
section of the country. Eighteen of the applicants took 
the competitive examination, ten of whom secured passing 
grades. The names of these ten boys appear in the full 
report of the scholarship committee. Of these ten, the | 
committee chose two boys, Paul D. Blyler, Lykens, Pa., | 
and J. D. MacKenzie, Chicago, Ill., as the winners. Paul | 
| 








Blyler will go to Carnegie Tech, as the winner of the 
Ladies’ Auxiliary-Theodore Ahrens Scholarship, and J. D. | 
MacKenzie as the winner of the Kohler of Kohler Scholar- || 
ship. Two alternates were selected—A. Eugene Hayman, 
Wilmington, Del., and Billy Gesling, Lancaster, Ohio. Mr. 
Fee expressed the hope that the parents of the other boys 
would send them to Carnegie, and also that these boys 
would try again at the next competitive examination. 
Upon motion of Samuel F. Wilson, Newark, N. J., a past | 
national president, the choice of these two boys by the | 
committee was concurred in by the convention. | 
Frank J. Fee, chairman of the scholarship committee, | 
pointed out that the committee only needs about $33,000 
to carry through its program. While he felt that this Top row: William G, Bergner, secretary, and Russell 
money could be secured from manufacturers and whole- G. Creviston, manager, Plumbing and Heating Indus- 
tries’ Bureau. Lower row: E. G. Byrd, field represen- 
salers, he believed that the master plumber should be more || tative, Heating and Piping Contractors National As- 
thoroughly identified with the scholarship activities. He || seeiation, and E. Hulseman, Plumbing and Heating 
said that the national association during the past year | Industries’ Bureau 
had given $3,000 to this work, the previous year $9,000, | 
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Percy Todd, president of the Memphis association and 
chairman of the local convention committee; F. A. 
Burmeister, secretary of the Memphis association and 
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materials and installations. The report of the committee, 
which will be published in full in a later issue, recom- 
mended that the national association declare itself in favor 
of the government’s appropriating sufficient money to have 
the Bureau of Standards carry through an experimental 
program for the purpose of obtaining data which would 
result in significant saving in the design of plumbing 
systems throughout the country—jin other words, in sky- 
scraper construction as well as in that type of construction 
already covered by the present recommended minimum 
requirements for plumbing, some of which are now under 
revision. This recommendation was concurred in by the 
convention. 

Mr. Drake intimated in his report that the work of the 
standardization committee in the future will not be so 
much an introduction of new ideas for standardization, 
but an effort to keep other interests from offering sugges- 
tions for plumbing standards which would be a detriment 
to the master plumber. ° 


EDUCATIONAL COMMITTEE REPORT 
HE report of the educational committee was read by 
H. Merwin Porter, Minneapolis, Minn., chairman. 
This committee recommended the need for a code of ethics 
governing relations between the various branches of the 
industry as well as with the public. It also urged con- 
structive publicity to arouse an appreciation on the part 
of the consumer for the products and the importance of 
the plumbing industry and the master plumber. A rec- 
ommendation, later approved by the resolutions committee 
and concurred in by the convention, that master plumbers 
in territories and possessions of the United States outside 
of this country be eligible for membership in the National 
Association of Master Plumbers was also submitted by 
this committee. The entire report, as read by Mr. Porter, 
was ordered received and spread upon the minutes of the 
convention. 
Treasurer’s Report 

A. C. Eynon, Canton, Ohio, treasurer of the National 
Association of Master Plumbers, presented his annual re- 
port—a very complete summary of the condition of the 
association’s finances. It indicated a strong position. 

Secretary’s Report 

National Secretary Frank F. Schimpf, Albany, N. Y., 
read his annual report, explaining the disposition of funds 
which came through his office and thanking association 
presidents and secretaries for their co-operation and help 
in discharging his duties. 

In the report of the trade relations committee, a series 
of ten questions involving major problems of the industry 
were suggested as topics for discussion before the con- 
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vention. These questions are given in the committee re- 
port. In the discussion provoked by these questions, E. L. 
Penfrase, who later became national secretary, pointed 
out that mechanical problems can be solved in one’s own 
shop, while economic problems should be discussed and 
solved at conventions. 

William Haas, Dayton, Ohio, in a short discussion of 
resolution No. 5, which refers to the publication of in- 
stalled prices, expressed the opinion that this subject 
should have been more freely discussed. Mr. Haas felt 
that the plumbing contractor’s best contacts are with those 
persons who come into his store and that advertising is 
the means to bring in such customers. Price, he also felt, 
was the principal point in the customer’s mind. With new 
methods of doing business in sight, he urged that all of 
the contractors study the larger corporations’ methods of 
solving the problem of becoming better known. While he 
felt that some published installed prices were low, he felt 
that personal contact to be worth while, should enable 
one to secure a better price and that such contacts should 
be made to carry the persuasion which would bring about 
a better price. 

John J. Shanahan of Norfolk, Va., felt that many of the 
contractors, having entered the business as journeymen, 
still approached their problems as a journeyman. He 
illustrated this point by referring to a working man’s 
desire to have steady employment, and that this attitude, 
carried on by the contractor, meant an insistence upon 
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Bottom row: George Wood of Cleveland; John J. 
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securing volume of work without sufficient consideration 
of the price or profit. While this was a mechanical busi- 
ness, he felt that more emphasis must pe put on mer- 
chandising. With manufacturers and wholesalers having 
stores and vast reservoirs of credit, the contractor to com- 
pete properly must be a staunch supporter of his organi- 
zation at home as a means of improving his business 
ability. Mr. Shanahan asked the master plumbers to treat 
the general contractors as they treat their good customers 
and not to penalize their good customers in order to favor 
the general contractor. He felt that the national asso- 
ciation should have organizers around the country teach- 
ing business principles and that any group of discount 
taking contractors would be a tremendous help to the 
business. 

John H. Keane, secretary of the Pittsburgh, Pa., asso- 
ciation, told of the development of organization work in 
that city and of its rapid progress recently since the 
Plumbing and Heating Industries Bureau had placed a 
representative there permanently, who had been making 
an analysis of business conditions in that city. 

Frank J. Fee sounded a strong note of protest against 
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the custom at many meetings of discounting the ability 
of the plumbing and heating contractor. He felt that 
the majority of them are successful and that the plumbing 
and heating contractor’s record as a business man would 
stand analysis alongside that of other members of the 
industry. 


A man who displayed keen interest in every detail and 
transaction of the convention, and who had constructive 
remarks to make on most subjects that came up for atten- 
tion, was W. J. Flynn, New York, N. Y. A politician of 
high standing in his home city Mr. Flynn was one delegate 
to this convention to whom every one listened with pleas- 
ure whenever he took the floor. His name appears in 
discussions throughout this report, but this particular 
paragraph refers to a short talk he made on the second 
morning of the convention to fill in some time while com- 
mittee chairmen were completing their reports. In this 
talk Mr. Flynn traced the development of association 
work and said that every delegate could feel proud of his 
organization’s progress and accomplishments. He also 
urged the master plumber to be awake to all opportunities. 
He did not feel that heating should be divorced from 
plumbing in the conduct of a contractor’s business. He 
did not feel that sprinkler work should be anything but a 
plumbing proposition. He did not feel that sewage dis- 
posal should be outside the plumber’s jurisdiction. In 
short, he felt that the plumber should grasp every op- 
portunity to familiarize himself with undertakings which 
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could be considered close to plumbing and in this way be 
prepared to counsel with and do work for any individual 
or municipality needing engineering service. In this way, 
he felt, could the master plumber become the force in 
the public eye his important work deserves. 

Mr. Flynn pointed out the importance of estimating as 
one of the foundation stones of the successful contractors’ 
business. While Mr. Flynn felt that no one wanted to put 
himself on a pedestal, he believes that since most of the 
contractors started their business life as workmen, their 
development into successful plumbing and heating con- 
tractors is one of the outstanding records in American 
business. Mr. Flynn expressed praise for the work accom- 
plished by the Plumbing and Heating Industries’ Bureau, 
and urged that its field men should have a membership 
at least 50 per cent of whom are master plumbers. He felt 
that the relative donations made by the different branches 
of the industry are not the point involved, the main issue 
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being accomplishment of desired results and for this work 
qualified master plumbers are best. He suggested that a 
study be made of the universal order blank. He objected 
to the expression that the industry was oversold, referring 
to a report that 78 per cent of the buildings in New York 
City should have their plumbing replaced. He felt that 
the plumbing contractor is making remarkable progress in 
business and should take credit for the work he has done. 
Mr. Flynn urged more contact with the journeymen, as the 
journeyman of today is the master plumber of tomorrow. 

Walter Klie of Cleveland, president of the Heating and 
Piping Contractors National Association, said that he was 
an optimist regarding the future of the plumbing and 
heating contractor, but not too much so to overlook facts. 
Conditions in the plumbing contracting business as well as 
in many other lines are not satisfactory, so that the solu- 
tion must be found. If every shop would learn to at least 
make the cost of its labor, materials and overhead on its 
work, the industry would be immeasurably helped. 











TEXAS 
A. F. MeLain of Fort Worth, state president; Frank 
Dawson of Mercedes; N. E. Nations of El Paso, state 
treasurer; Joseph Netzer of Laredo 
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Credit is the crux of the trouble, according to Mr. Klie. 
He pointed out that he used to discuss overhead, but 
found that contractors could not ignore items such as rent, 
telephone, etc., which must be paid. Labor also must be 
paid so that the big cushion left for the incompetent con- 
tractor is in material, and it is on that cushion that the 
cost of his overhead also is dumped. He said that if the 
average contractor would talk to the manufacturer and 
tell him of the conditions with regard to overdue bills in 
any locality, the manufacturer would not believe it. Com- 
petition is bad and economic laws can not rectify condi- 
tions unless the law is unhampered. Mr. Klie urged co- 
operation with the wholesalers and establishment of firm 
and definite credit arrangements which after establish- 
ment the contractor should not attempt to modify. He 
felt that if the average contractor gets used to receiving 
a return on his labor, material and overhead, he will then 
learn to go after a profit as well. 


In a speech delivered at the opening of the Wednesday 
afternoon session, John A. Quinn, one of the strongest 
advocates and staunchest supporters of the Plumbing and 
Heating Development League movement that is now well 
under way in his home city, Philadelphia, Pa., outlined the 
ideals and hopes that are behind the campaign. Describ- 
ing it as a movement to create greater co-operation be- 
tween manufacturer and jobber and master plumber, Mr. 
Quinn also told of the gratifying results thus far obtained 
since its inception in February of this year. 














NEW JERSEY 
of Asbury 
Chesnut of Montclair, president of the New Jersey as- 


Top row: C. Ss. Loveman Park; William 
sociation; A. Selden Walker of Denville, vice chair- 
man of exposition bureau. Bottom row: William Del- 
hagan of Paterson; A. F. Ruehl, A. M. Johnson, both 
of Newark; George H. Werner, Joseph Berg, both of 
Orange; James Desmond of Elizabeth 














The national director, in correcting some mistaken ideas 
that exist, said that while the marketing plan is intended 
as an effort toward better salesmanship and business ex- 
pansion it is not wholly a selling scheme and it is em- 
phatically not an attempt at price fixing or the progress 
of one man at the expense of another. ‘Better business 
will be attained,’ continued Mr. Quinn, ‘‘by informing the 
public of the real value of the master plumber, his ability 
and the service he renders.” Enumerating some of the 
work the league has accomplished, the speaker mentioned 








4G DOMESTIC ENGINEERING 





ILLINOIS 
Top row: F. E, Pearson and J. F. Dorsey of Chicago; | 
i Mrs. and Mr. H. T. Schroeder of Barrington. Middle 
row: G. J. Feldkamp, Charles W. Alcock, Robert E. | 
Murphy and W. 8S. Eadie, all of Chicago. Bottom 
row: O. T. Carson of “Domestic Engineering”; Mrs. 
W. P. Arnold, Mrs. B. A. Zajicek, Mrs. J. I. Reardon, 
Mrs. A. C. Maderer, Mrs. B. E. Lynam and Mrs. T. H. 
Litvin, all of Chicago 


that an accountant has been employed to go over the books 
of those members who care to have him, that lists of home 
owners have been made, the names compiled and distrib- 
uted to master plumber members, that direct mail material 
is supplied, and that sales training conferences are held 
at regular intervals. At one point in his address, Mr. 
Quinn pointed out that he had benefited to the extent of 
obtaining $3,000 worth of work as the result of a 100 line 
advertisement inserted in one of the home daily news- 
papers. Touching on the membership cost in the league 
the speaker stated that this depended on the number of 
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row: Harry Sugarman, president Bronx 
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association; August Ebke of Buffalo; Frank B. Lasette 
of New York City, past national president; A. Beyrodt 
of New York City; Fred Fleishauer, manager of the 
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Buffalo association. Bottom row: Frank F. Schimpf 

of Albany, retiring national secretary; John E. Dugan 

of Albany, an honorary member of the national asso- 

ciation; John F.. Rogers of Flushing, L. I.; Mrs. Arthur 
Huck of Buffalo, N. Y. 
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journeymen employed and ranged from $48 to $140. In 
conclusion, he said that the movement is a means of 
supplying a common ground on which the master plumber 
may meet the other branches of the industries and invited 
those in attendance at the convention to focus their eyes 
on the forward movement that is now being carried on 
in Philadelphia. 
THE BUREAU 

USSELL G. CREVISTON, manager of the Plumbing 
R and Heating Industries’ Bureau, told the convention 
of the accomplishments and aims of the bureau. Ex- 
plaining first that this is an age of speed, that this indus- 
try must have speed to stay in competition and that com- 
petition today is a matter of one industry selling itself 
against another, Mr. Creviston said that the Plumbing and 
Heating Industries’ Bureau was the agency through which 
our industry is facing the consumer with a unified appeal 
for the products it has to sell. When the question of 
purchase is one of whether it should be a radio or a new 
bathtub, the answer, according to Mr. Creviston, rests 
with the education of the people. The development of a 
public consciousness toward plumbing and heating is 
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picture: Lewis R. Friend of Milwaukee, state 
Middle row: Joseph Brah, J. Belz, and L. 8S. 
Michael Mueller of Mil- 
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| president. 
Horton, all of Milwaukee; 
waukee. Bottom row: Harry Morris of Racine; 
| George F. Reeke of Green Bay; S. V. Hanley and 
Joseph Wittig, both of Milwaukee 














being done through national advertising, the purpose of 
which, Mr. Creviston explained, is to place the master 
plumber and heating contractor before the public in his 
true perspective, to give the public an appreciation of 
plumbing and heating products and to unify all branches 
of the industry. 

Tangible results have already been apparent from this 
advertising, Mr. Creviston stated. Thousands of requests 
have been received from master plumbers and heating 
contractors for copies of the advertising, which they have 
used for display purposes and follow-up work, and a 
number of instances in which sales were made as a result 
of this advertising have been reported. The number of 
show rooms among master plumbers and _ heating con- 
tractors has increased, judging from records maintained 
in the bureau. 

(Continued on Page 129) 
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Striking “Merchandise Fair” 


N the exhibits of manufacturers at the exposition held 
in conjunction with the national convention, it was 
evident that color and design were the marks of 

progress in the manufacture of plumbing and heating 
materials. Beauty was the first impression created by 
the rows and rows of booths—beauty of the booths them- 
selves and beauty of the fixtures and appliances which 


made up the exhibits in the booths. Efficiency 
and practicality became the impression upon a 
closer inspection of individual showings. Fixtures, 


roughing-in materials, specialties, tools and appliantes of 
all sorts that go to make up a plumbing and heating in- 
stallation were there——and were there not only for the eye 
to see but, in the presence of officials and representatives 
of many of the leading manufacturers in the industry to 
explain them, for the ear to hear. 

Interesting, inspiring and educational describe patly 
the display of every manufacturer. Such beauty of color 
and design could hardly have been imagined a few years 
ago. Such progress in the development of every piece 
of equipment could hardly have been visioned. Every 
delegate and visitor who made it a point to investigate 
found a wealth of ideas and information to help him 
in his business and agreed that the manufacturers de- 
served considerable praise for the efforts to which they 
went to assemble an exhibit of such scope. 

Aside from the manufacturers’ displays, the local Mem- 
Phis associations maintained booths, a number of trade 
schools exhibited the handiwork of their students, the 
women’s auxiliary was represented and the Plumbing 
and Heating Industries’ Bureau, with its model store and 
its booth in which its various services were shown and 
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explained, contributed much to the educational phase 
of the exposition. 

Following are brief paragraphs descriptive of each 
manufacturer’s exhibit, as well as pictures of most of 
the booths: 

Acheson Mfg. Co. 
The Acheson Mfg. Co., Rankin, Pa., featured in its 


booth a demonstration of how fittings are air-tested under 
water. Colored lights focused attention the tank 
which defective as well as perfectly tight fittings were 
being tested. On display boards in the rear of the booth 
was shown the company’s complete, line of 
and plumbing specialties. Frank Moore 
pany representative in attendance. 

Air Reduction Sales Co. 

Complete acetylene welding and cutting 
view at the booth the Air Reduction Sales Co., New 
York City. W. C. Peacock and E. |! engineers 
from the New York and St. Louis plants respectively, dem- 
onstrated the simplicity of welding and cutting as applied 
to the plumbing and heating industry. 
was shown in this and in the making up of fittings of all 
types and sizes with the use of templates. Pictures por- 
traying a number of construction jobs on welding 
has been and being employed in conjunction with the 
piping lined the walls of the booth. 

Alberene Stone Co. 

The Alberene Stone Co., New York City, 
double drainboard sink with metal trimmings, a _ two- 
compartment laundry tray with stone ledge at back to 
which a cover may be attached and a combination tray 
and sink finished in white duco. J. L. Kretzmer, 
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manager, New York City, was in charge of the com- 
pany’s showing and W. L. Y. Davis, advertising depart- 
ment, with Herbert S. Swift, Philadelphia, Pa., office, 
assisted. 
The American Brass Co. 

The brass pipe of The American Brass Co., Waterbury, 
Conn., shown installed behind glass panels as well as in 
loose samples, featured the exhibit of this company. At- 





Top row: H. D. Miller and L. E. Spear, both of the 
Humphrey Co., Kalamazoo, Mich.; L. T. Lange of the 
Ferguson & Lange Foundry Co., Chicago, Ill.; E. W. 
Sedgwick of Wilks Mfg. Co., Chicago. Middle row: 
M. I. Weil, president, and G. L. Thom, both of Chi- 
cago Pump Co.; A. Stahl and L. Klinger, secretary, 
both of Blue Seal Chemical Co., Roselle, N. J. Bottom 
row: R. E. Engle and George H. Schaeffer of the 
Delco-Light Co., Dayton, Ohio; L. P. Eaton and Wal- 
ter I. Vallett, both of EverHot Heater Co., De- 
troit, Mich. 


tracting attention, also, were copper service tubes for use 
with compression fittings. Representatives in charge of 
the showing found the visitors interested in the man- 
ganese-silicon bronze metal displayed, out of which any 
industrial product, such as pipe, tubing, bolts, nuts, etc., 
can be made. As a souvenir this company presented the 
many visitors with a hammered brass, crystal base ash 
tray. Those who stopped to talk met W. H. Dowd, Water- 
bury, Irving C. Ralph, Buffalo, J. W. Stoner, Pittsburgh, 
W. D. Martin, Jr., Kenosha, Wis., R. R. Row and A. L. 
O’Brien, both of New York. 


American Radiator Co. 

A scheme of Spanish type architecture in the form of 
a model bungalow was followed out by the American 
Radiator Co., New York City, in presenting a display of 
its products. Each of the rooms contained types of 
heating equipment in addition to the elaborate furnish- 
ings. One of these contained a coal-fired type and a gas- 
fired type of storage water heater; another a new type of 
recessed wall-hung radiator; while still another was given 
over to an enameled jacketed boiler, warm air heater and 
gas-fired boiler. In the foyer a display of heating special- 
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ties was to be found and in other parts of the home 
attractively placed were other items of this concern’s man- 
ufacture. A cross sectional view of an automatic storage, 
gas-fired water heater was also an interesting feature of 
the artistic bungalow. M. J. Beirn, New York City, vice 
president and general manager, and Wm. M. Scudder, 
Chicago, Ill., vice president, were among the officials of 
the company attending the exposition. Among the branch 
managers were Martin A. Rooney, Atlanta, Ga., D. E. 
Kennedy, Chicago, -Ill., and G. E. Hairston, New Orleans, 
La., sales supervisor. From the Memphis office were J. 
L. Emery, manager, W. K. Andrews, C. R. Crowder and 
W. T. Sorrells, all representatives. Miss Elsie Wilson, 
New York City, advertising department, supervised the 
arrangement of the display. Others on hand were W. H. 
Martin, Jacksonville, Fla., representative, and W. H. 
Hildebrand, in charge of the Birmingham, Ala., office. 
Asphalt Brick Co. 

W. A. Murray, who is in charge of plumber, utility and 
street paving cuts, and E. R. Hencke, advertising depart- 
ment, both from headquarters, were at the booth of the 
Asphalt Brick Co., St. Louis, Mo. The asphalt brick and 


trench cover, two items manufactured by this concern, 
attracted no little interest. 
Beaton & Cadwell Mfg. Co. 
One of the flush valves made by the Beaton & Cad- 


well Mfg. Co., New Britain, Conn., was shown under 
pressure as well as in cross sectional pieces. Around the 
walls of this space were boards on which their complete 
line of floor and ceiling plates was fixed. Pipe hangers 





Top row: W. F. Egli, Peerless Selling Co., Evansville, 
Ind.; Charles S. Weaver, Peerless-Northern Co., St. 
Paul, Minn.; Edwin Smith and P. N. Clerke, both of 
the Chromium Corporation of America. Second row: 
W. H. Seott and E. B. Thacker, both of The Duriron 
Co., Ine., Dayton, Ohio; Frank Hoe, Egyptian Supply 
Co., Padueah, Ky.; C. S. Gordon of Robbins, Gamwell 
& Co., Pittsfield, Mass. Bottom row: A. W. Shelby 
and A. P. Hare, both of the Kewanee Boiler Corp., 
Kewanee, Ill.; R. E. Logsdon, manager of the conven- 
. tion committee, Memphis Chamber of Commerce; R. T. 
Clarkson of the R. T. Clarkson Co., Memphis 
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and air valves were also included. In fact, all products 
manufactured by this concern were in evidence. William 
H. Cadwell, president, was on hand, together with V. W. 
Bradford, F. M. Wilcox, Howard F. Kelso, J. F. Keelan 
and John Still, of Charlotte, N. C., Atlanta, Ga., Houston, 
Tex., Birmingham, Ala., and Durham, N. C., respectively. 


Bell & Gossett Co. 

An animated sign in color showing a complete cir- 
culating system from the time water is brought into the 
building, passes through the heater and is delivered to the 
fixtures in a large apartment building, was one of the 
features of the space occupied by Bell & Gossett Co., 
Chicago, Ill. Indirect water heaters for steam or vapor 
heating boilers and the full line of oil pre-heaters made 
by this firm were placed around the booth. Cut out sec- 
tions of the heaters revealed their construction details, 
which were discussed by C. E. Pullum, general manager 
of the heater division, and R. E. Moore, manager of the 
indirect heater division, both of Chicago, with many in- 
terested persons who stopped at the booth. 

Black & Decker Mfg. Co. 

A continuous demonstration on a brick wall and wooden 
beam of the electric hammers, drills, saws and grinders 
was given in the space occupied by The Biack & Decker 
Mfg. Co., Towson, Md. The new plumbers’ electric tool 
kit of this concern’s manufacture was also prominently in 
evidence. The booth was in charge of W. C. Allen, sales 
supervisor. W. M. Silliman, H. G. Smith and L. E. Berry, 





Top row: L. R. Gillia, C. H. Pritchard, J. H. Ross, presi- 
dent, and J. C. Ryan, sales manager, all of the Ross 
Mfz. Co., Kansas City, Mo. Second row: William J. 
Woolley, president, Wolff Co., Chicago; C. C. Heller, 
Dayton Pump & Mfg. Co., Dayton, Ohio; Mrs. T. W. 
Fairchild of Dayton; K. E. Phares, sales manager, 
Dayton Pump & Mfg. Co., Dayton. Bottom row: Don 
Coleman, Kurt R.. Koehler, C. A. Wagner and W. R. 
Vosper, all of the Toledo Pipe Threading Machine Co., 
Toledo, Ohio 


managers of the Atlanta, Ga., St. Louis, Mo., and Dallas, 
Tex., branches, were present, together with R. E. Mizener, 
special representative from the factory, A. L. Proctor and 
B. L. Brown, Atlanta salesmen. 
Blake Specialty Co. 

A comprehensive showing of drains, closet connections, 
bends and flanges, grease traps and tools comprised the 
exhibit of The Blake Specialty Co., Rock Island, Ill. John 
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Top row: H. G. Smith, E. L. Brown, W. M. Silliman. 

Bottom row: L. E. Barry, R. E. Mizener and A. L. 

Proctor, all of the Black & Decker Mfg. Co., Towson, 
Maryland 


Heinkel, president of the company, was in charge of the 
booth. Chas. P. Thomas, Birmingham, Ala., and George 
H. Quest, Waterloo, Ia., were the other company repre- 
sentatives present. 

Blue Seal Chemical Co. 

The Blue Seal Chemical Co., Roselle, N. J., had an 
attractively arranged exhibit of its drain pipe solvent, 
enamel cleaner and boiler liquid. Each master plumber 
who stopped at the booth had his name embossed on a 
display card and arrangements were made to send this 
card to his place of business. Lou Klinger and Arnold 
Stahl were in charge of the showing. 

Bookhout & Law, Inc. 

Bookhout & Law, Inc., manufacturers’ agents of New 
York, N. Y., had a booth in which they displayed samples 
of the various lines they handle, among which were the 
pipe vises of Spencer Regulator Co., Salem, Mass., the 
radiator hangers of The Little Giant Mfg. Co., Minneap- 
olis, Minn., the bathroom specialties of The David Frank- 
lin Co., the expansion plugs of the Stop Plug Co., Inc., 
Chicago, Ill., the closet seats of The Forest Mfg. Co., and 
the indirect water heaters of Bell & Gossett Co., Chicago, 
Ill. Both R. G. Bookhout and John K. Law were at the 
convention. 

The Borden Co. 

Its new self-contained plain and ratchet stocks and dies, 
from 1-in. to 2-in., were featured in the exhibit of The 
Borden Co., Warren, Ohio. Of interest, too, to the many 
visitors was this company’s pipe machine in operation. 
There to represent this concern were Paul Fritzsche, divi- 
sion sales manager, Sam Carter, Texas representative, and 
Lee Irby, southern representative. 

W. A. Case & Son Mfg. Co. 

With blue and white hangings for a background, the 
booth of W. A. Case and Son Mfg. Co., Buffalo, N. Y., 
displayed the one-piece water closet combination which 
they manufacture. Cross sectional samples of the bowl 
were used by R. L. Griffin, vice president of the company 
with headquarters in Buffalo, N. Y., and Henry Kenning, 
special representative, New York City, in giving explana- 
tory talks on the principles of the product. 

The Central Foundry Co. 

Joseph J. Crotty, vice president, and Henry Hoeltge, 
advertising manager, both from the main office, repre- 
sented the Central Foundry Co., New York City, at the 
exposition. The company had at one end of its space 
an aluminum working model typifying an installation of 
its fittings and at the back full length posters done in 
green, red and black, emphasizing their soil pipe, fittings 
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and trade marks. A continuous, automatic, miniature 
motion picture machine occupied the other end of the 
booth. The pictures conveyed both the construction and 
installation of soil pipe of the company’s latest design. 


Chemical Toilet Corp. 

In displaying one of the septic tanks of its manufacture 
the Chemical Toilet Corp., Syracuse, N. Y., gave promi- 
nence to one of the chemical self drained toilets. The 
septic tank was of the residence type and George E. 
Robertson, Chicago representative, aided by W. R. Jouett, 
Birmingham, Ala., representative, gave visitors explana- 
tory talks on the products. 

Chicago Faucet Co. 

Chicago Faucet Co., Chicago, Ill., had a most effective 
showing of its products, set off by a rich red background 
and black draped display stands. An automatic diverter 
spout, in operation showing how the diverter automatically 
shifted the water flow from the shower to the bath faucet 
when the shower was turned off, attracted the attention 
of the passer-by, and when he stopped to examine this 
he found in the booth this company’s beautiful new line 
of faucets on lavatories, baths and sinks, as well as its 
regular line—all chromium plated. Three unique window 
displays were shown, the display board itself being a 
replica of a sink, a bath or a lavatory, thus showing 
the Chicago faucet as if it were right on the fixture. 
Chromium plated letter openers were the souvenirs given 
out by this company. A. C. Brown, president, was in 
charge of the booth, and with him were G. C. Freeman, 
sales manager, E. E. Brown, secretary, and J. H. Gavin, 
superintendent, all of Chicago. 

Chicago Pipethread Machine Co. 

A pipe threading machine that is new was presented 
by the Chicago Pipethread Machine Co., Racine, Wis., 
for the inspection of the exhibit visitors at booth 80. The 
new device was demonstrated under power by O. M. 
Jensen, superintendent, Racine, Wis., and W. J. Eberlein, 
field representative of the Greenfield Tap & Die Corp., 
with headquarters at Chicago, Ill. Other machines pro- 
duced by this company were also in evidence. 

Chicago Pump Co. 

Cellar drainers, set up to demonstrate how they auto- 
matically eject water from cellars, boiler pits, elevator 
pits, etc., divided the interest of visitors to the booth of 
the Chicago Pump Co., Chicago, Ill., with an alternator 
comprising two pumps that automatically transfer the 
operation from one unit to the other. Then, too, a duplex 





Top row: Charles G. Singleton, Dallas manager; Harry 

Schauman, Little Rock manager; A. B. Pieree, vice 

president, and George B. Jones, Memphis manager. 

Bottom row: A. F. Balling, F. W. Cannon, L. C. Fra- 

sier, J. F. Whitaker and B. W. Simonds, all of the 
N. O. Nelson Mfg. Co., St. Louis, Mo. 
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condensation and vacuum pump for heavy duty vacuum 
systems was examined closely in this booth where it was 
on display. M. I. Weil, president, and G. L. Thom, engi- 
neering service department, were on hand from Chicago. 
Chromium Corporation of America 

The booth of the Chromium Corporation of America, 
New York, N. Y., was chromium plated in every possible 
detail, even the railings being finished in this way. Dis- 
played were several products of plumbing manufacturers, 
all finished in chromium plate. Taking good care of the 





Top row: W. L. Schaeffer, advertising manager, B. H. 

Rickard, Chicago, J. J. Kennedy, Atlanta, Ga. and 

Ww. C. Moser of St. Louis. Bottom row: W. H. Reese 

of New Orleans, T. W. Gamble of Pittsburgh, and T. M. 

Dugan of McKeesport, Pa., all of the National Tube 
Co., Pittsburgh 


purpose of the showing—namely, to exhibit and explain 
chromium plating—-were Edwin Smith, New York, N. Y., 
and T. N. Clerke, Chicago, Ill. 

C. F. Church Manufacturing Co. 

A complete line of toilet seats, featuring the seat in 
sea pearl color, formed the showing of C. F. Church 
Manufacturing Co., Holyoke, Mass. The Church white 
and black seats, as well as the colored, were attractively 
set off on display boards, and colored swatches were given 
out to the visiting master plumbers. In charge of the 
booth was W. J. O’Connof, Chicago representative, who 
was assisted by R. O. Foard, Atlanta, Ga., and P. B. 
Hilburn, Indianapolis. J. L. Campbell, general sales man- 
ager from Holyoke, was also present at the convention. 


R. T. Clarkson Co, 

R. T. Clarkson Co., Memphis and Little Rock whole- 
salers of plumbing and heating supplies, maintained a 
rest booth in which was displayed a prominent sign noti- 
fying delegates that this company was distributor of the 
products of Kohler Co., Kohler, Wis., Mueller Co., De- 
catur, Ill., Speakman Co., Wilmington, Del., W. A. Case 
& Son Manufacturing Co., Buffalo, N. Y., National Tube 
Co., Pittsburgh, Pa., and Central Foundry Co., New York, 
oe A 

The Cleveland Gas Burner & Appliance Co. 

Arrayed around three sides of the booth the Cleveland 
Gas Burner and Appliance Co., Cleveland, O., had samples 
of its complete line of burners for boiler and furnace 
conversion. In addition to having these and water heater 
burners arranged on boards some of this equipment was 
connected with gas lines and demonstrated. William P. 
McCoy, general sales manager from the home office, and 
J. P. Tucker, factory representative from Fort Worth, 
Tex., discussed these products with visitors. 
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Top row: W. C. Peacock and E,. R. Adams, both of the 
Air Reduction Sales Co., New York City; W. D. 
Sargent, advertising manager, and T. R. Burke, both 
of the Sloan Valwe Co., Chicago. Middle row: W. L. 
Ireland and John Gannon, both of “X” Laboratories, 
New York City; Otto A. Schaffer and Leon Bloch, both 
of Republic Brass Co., Cleveland, Ohio. Bottom 
row: James McDonald and E. L. Delany, both of the 
Coyne & Delany Co., Brooklyn, N. Y.; 0. H. Wolff and 
I. H. Gaylord, assistant sales manager, both of the 
Hoffman Specialty Co., New York City 


James B. Clow & Sons 

Fixtures that were especially designed for schools and 
hospitals featured the presentation of James B. Clow & 
Sons, Chicago, Ill. These included colored porcelain, wall- 
hung and pedestal drinking fountains on a black velvet 
background. Large hand painted pictures of other 
fixtures were hung, while in the center a framed, recessed, 
heart-shaped compartment held some of the brass fixtures 
made by this manufacturer. The interior was lighted. 
The booth was in the hands of W. J. Spillane, manager 
of plumbing and heating sales. R. C. Flinder, assistant 
manager, and John J. Bailey, Memphis, Tenn., southern 
representative. 

Coyne & Delany Co. 

Coyne & Delany Co., Brooklyn, N. Y., displayed a com- 
plete set of tank trimmings of its manufacture, using a 
water-filled glass tank to demonstrate its unit. The low 
tank valve was one of the features brought to the atten- 
tion of the visitors. E. L. Delany, president of the com- 
pany, was in charge of the showing, assisted by J. J. 
McDonald, Brooklyn. 

Crane Co. 

The elaborate features of the display of Crane Co., Chi- 
cago, Ill., were divided between a combination lavatory 
and dressing table of new design in colored china, a sani- 
onyx slab fixture with glass legs, an imported Italian 
lavatory, both with gold plated fittings, a pearl finished 
complete bath room with fireplace, perfume case, dental 
lavatory, dressing table, recessed toilet with a chair seat, 
recessed tub with glass shower enclosure and pedestal 
lavatory. These fixtures were all in blue. C. R. Crane, II, 
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assistant vice president, H. W. Seymour, general sales 
manager, W. K. Glen, advertising manager, J. A. Farley, 
assistant general sales manager, H. F. Potter, manager 
of middle western and eastern branches, H. E. Ore, adver- 
tising department, Miss Joan Wiseman, exhibition depart- 
ment, J. L. Comer and J. E. Schutte, both of the promo- 
tional department, were in attendance. 


A. F. Curtin Valve Co. 

A demonstration of his closet tank fittings installed in 
a glass faced tank where they were exposed to view under 
water pressure was conducted by Andrew F. Curtin, presi- 
dent of the A. F. Curtin Valve Co., Medford, Mass. Mr. 
Curtin was accompanied to the convention by his son, 
Andrew F., Jr. Cartridge pencils were distributed from 
this booth. 

The Dayton Pump & Mfg. Co. 

Commemorating its twentieth anniversary, The Dayton 
Pump & Mfg. Co., Dayton, Ohio, had a large birthday 
cake in the center of its exhibit with a candle for each 
year arranged in it, and slices of cake were passed out 
to the visitors. A mysterious faucet suspended by a 
slender wire from which a continuous stream of water 
flowed was the cause of considerable wonder. Attention, 
however, centered around one of the deep and shallow 
well pumps that was in operation. Besides the domestic 
water systems, the firm had a showing of the water 
softener of its manufacture. The booth was attended by 
K. E. Phares, sales manager, and C. C. Heller, service 
manager, both from Dayton. 

Delco-Light Co. 

A device similar to an old mill wheel operated by a 
steady stream of water from an open faucet, which fell on 
paddles attached to a shaft and then into an open tank, 
attracted the eyes of visitors to the space occupied by the 
Delco-Light Co., Dayton, Ohio. The water pressure was 





Top row: Mr. and Mrs. “Sy” Martin of H. P. Martin 
& Sons Co., Owensboro, Ky.; Mrs. and Mr. P. B. Wal- 
lace of the Rundle Mfg. Co., Milwaukee, Wis. Bottom 
row: Joseph R. Murphy of Taco Heaters, Inc., New 
York City; W. P. McCoy, sales manager, Cleveland Gas 
Burner & Appliance Co., Cleveland, Ohio; C. A. Sawade, 
assistant to general sales manager, National Radiator 
Corp., Johnstown, Pa.; F. A. Gerber of W. R. Hughes, 
Ine., Trenton, N. J. 


obtained through the operation of a shallow well auto- 
matic electric pump put out by this firm. The wheel was 
paneled and covered with paper on which in various colors 
was printed the story of the concern’s products, and as 
it revolved the light reflected through, bringing into 
relief the wording. In addition, deep and shallow pumps 
of various capacities and voltages were exhibited. R. E. 
Engle, sales education division, and George H. Schaeffer, 
Dayton, Ohio, were in attendance and distributed tape 
lines. 
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Top row: R. B. Craig of Memphis; A. H. Twente of 
Jackson, Miss.; Miss Irene MacDonald of Memphis; 
lL. T. Leath of Memphis. Second row: Charles B. Nash, 
advertising manager; Harry Campbell; F. J. Bryan; 
Fr. S. Kaulback, divisional manager; J. D. Tschopik, 
vice president. Bottom row: J. W. Shoemaker, R. L. 
Ottke, Henry Neufar and F. C. Moriarty, all of the 
Standard Sanitary Mfg. Co., Pittsburgh 


The Deming Co. 

H. E. Stiver, sales manager of the Deming Co., Salem, 
O., was in charge of this company’s interests at the ex- 
hibit. H. E. Carloss, Memphis representative, and G. E. 
Johnstone, Binghamton, N. Y., southern representative, 
conducted the exhibit which included deep and shallow 
well pumps in operation. A new shallow well agricul- 
tural pump, together with house and test pumps, were 
included in the display. 

W. S. Dickey Clay Mfg. Co. 

The booth of W. S. Dickey Clay Mfg. Co., Kansas City, 
Mo., showed its septic tanks and sewer pipe fittings. An 
interesting feature was the demonstration of hand-mold- 
ing clay fittings. H. M. Phillips, in charge of sales in 
the Birmingham office, and Louis Soetaert, Kansas City, 
Mo., were the company representatives at the booth. 


The Dunham Co. 

The booth of The Dunham Co., Berea, Ohio, was in 
charge of C. A. (Jack) Thorne, sales manager. Mr. 
Thorne was assisted by R. G. Fensch, Indianapolis, Ind., 
representative, in talking over the various features of the 
water heater manufactured by this concern. A rather 
novel display was found in a heater in full operation 
with a glass window, showing how it actually functions. 
A kerosene heater, a gas-fired unit disassembled, together 
with an automatic picture machine that illustrated numer- 
ous installations, added to the instructiveness of this ex- 
hibit. 

The Duriron Co., Inc. 

The acid resisting qualities of the pipe manufactured 
by the Duriron Co., Inc., Dayton, Ohio, were convincingly 
displayed in a set-up in which a 10 per cent nitric acid 
solution flowed over this pipe throughout the period of 
the convention. Also on display was an acid proof ex- 
haust fan for handling corrosive gases in chemical labo- 
ratories. W. H. Scott, Dayton, and E. B. Thacker, also 
of Dayton, were present. 

The Duro Co. 

Deep well and shallow well pumps and automatic, semi- 
automatic and hand-operated water softeners comprised 
the interesting exhibit of The Duro Co., Dayton, Ohio. 
The Duro corn cob pipes were, as usual, the souvenirs 
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that the visitors took away from the booth with them 

after J. V. Myers, the representative in charge, had ex- 

plained the various features of his company’s line. 
Klectro Flushing & Mfg. Co. 

A display of great interest to all who passed by was 
that of the Electro Flushing & Mfg. Co., West Allis, 
Wis., in charge of A. J. Willis, vice president, and J. T. 
Schieffer, sales representative. This consisted of the 
electric flush valve manufactured by this concern, set 
up and in operation on a closet bowl, the valve being easily 
seen behind the glass panel cut in the wall for that pur- 
pose. Several loose valves were also on exhibit for closer 
study by the delegates. 

EverHot Heater Co. 

In an attractive setting of purple walls and draperies, the 
EverHot Heater Co., Detroit, Mich., line of storage heaters 
attracted interest throughout the convention. Coming in 
for special attention was the company’s automatic tank 
heater. In charge of the showing was W. I. Vallett, sales 
manager, assisted by L. P. Eaton, Chicago manager, and 
R. Douglas Averitt, Memphis distributor. 

Excelso Products Corp. 

With its trade name in a vivid red electric sign, the 
Excelso Products Corp., Buffalo, New York, had a strik- 
ing booth in which the line of indirect and direct heaters, 
together with the hot water generators and fin-pins manu- 
factured by this company, were shown. An out-of-the- 
ordinary souvenir feature was found at this booth in the 





Top row: William F. Loftus of Atlanta, Ga.; A. F. 
Curtin, Jr., and A. F. Curtin, Sr., of the A. F. Curtin 
Valve Co., Medford, Mass.; Fred Kretschmer of Du- 
buque, Iowa, president of the Central Supply Associa- 
tion. Middle row: Walter George, W. Redieske and 
w. E. Blair, Jr. all of the Imperial Brass Mfg. Co., 
Chieago; J. E. Evans of the Reliable Automatic Sprin- 
kler Co., Ine., New York City. Bottom row: J. W. 
Stoner, A. L. O’Brien and W. H. Dowd, all of the 
American Brass Co., Waterbury, Conn.; Harvey A. 
Call, western representative of the Copper & Brass 
Research Association 


form of a jar of shaving cream with a printed band 
around it, “‘To be used with Excelso hot water.” C. W. 
Farrar, president, F. D. Cooper, Detroit representative, 
E. C. Sherman, sales manager, and Harry Hexamer, pro- 
duction manager, were there to greet the friends that 
visited the booth. 
Ferguson & Lange Foundry Co. 

The first booth to the left as the visitor entered the ex- 

position hall was that of Ferguson & Lange Foundry Co., 
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The bands of the Standard Sanitary Mfg. Co. and Kohler Co. 


Chicago, in which this company’s line of indirect water 
heaters was featured. Also displayed were its submerged 
water heaters. A combination rule and paper cutter was 
the souvenir presented. L. T. Lange, treasurer and gen- 
eral manager, was in charge, assisted by F. C. Romadka, 
an engineer from the Chicago office. 

Fiat Metal Mfg. Co. 

The shower bath enclosures made by the Fiat Metal Mfg. 
Co., Chicago, Ill., together with the cover for use in pro- 
tecting tubs during the period in which a building is 
under construction were viewed by many hundreds of 
persons. One of the enclosures was of galvanized steel 
construction. Another was finished in colored porcelain 
enamel, while another was of the extended receptor type 
with a shower curtain. G. Albin Nilson, president, was 
present with his son, Howard, and E. E. Hornung, sales 
manager. 

Golden State Rubber Mills 

The Golden State Rubber Mills, Los Angeles, Calif., 
with E. P. Tyler in charge, had an effective showing of its 
pure gum, flexible rubber tank ball. A glass tank of water 
afforded an opportunity for Mr. Tyler to demonstrate the 
mechanical action when tank ball is under pressure. 

Good Mfg. Co. 

A large sign in which was worked with rubber spe- 
cialties the name of Good Mfg. Co., New York City, formed 
the exhibit of this concern. Cigars and a large bowl of 
southern punch made the space occupied by this firm 
one of the most popular during the convention. W. B. 





B. B. Baker, J. F. Kelly and A. M. Maddock, president, 
all of Thomas Maddock’s Sons Co., Trenton, N. J. 


McCurdy, vice president, W. J. Allen and P. Reuter were 
in charge of dispensing hospitality. 
Hoffman Specialty Co., Inc. 

The entire line of venting valves and controlled vapor 
heating specialties made by the Hoffman Specialty Co., 
Inc., New York, was on view at the exhibition on a 
decorative board. Open samples of thermostatic traps 





H. Hoeltge, advertising manager of the Central Foun- 
dry Co.; W. C. Groeniger of Columbus, Ohio, and J. J. 
Crotty, Boston office, of the Central Foundry Co. 


and valves were discussed with visitors. F. H. Gaylord, 
assistant general sales manager, Chicago, Ill., and O. H. 
Wolff, St. Louis, Mo., representative, were present during 
the hours the auditorium was open. 

The Hotstream Heater Co. 

A new automatic water heater was exhibited by The 
Hotstream Heater Co., Cleveland, Ohio, in conjunction 
with its twin storage unit type and complete range of water 
heaters finished in colored enamel. Gasoline and kero- 
sene fired types and thermostats were also on display. 
Walking sticks were distributed as souvenirs by this con- 
cern. lL. R. Mendelson, president, and George G. Geb- 
hart, sales manager, were conducting the exhibit. 

W. R. Hughes Corp. 

F. A. Gerber, secretary and treasurer of W. R. Hughes 
Corp., Trenton, N. J., kept his company’s bathroom ac- 
cessories, in both white and color and in both set-in and 
wall-hung styles, attractively displayed to those who 
stopped by his booth. Featured was the new special set 
of five pieces, called the ‘‘thrift set.”’ 
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Every 





The “Three 8’s” Sink was designed to meet a 
need—not to create one. Its three dimension- 
features make it so evidently superior that a 
mere pointing out of its benefits often leads to 
the sale. 


There is no question, of course, that every 
housewife prefers light to darkness when she 
is working at her sink. The 8-inch low back of 
the “Three 8’s” design gives her light—where 
she needs it—through a low window right over 
her “work bench.” 

When she has her choice as 
to the depth of her sink, it is 
natural that she should prefer 
the 8-inch deep compartment 









modern house 


what the Three 8° Sink gives her 


“Ctandard” 


PLUMBING FIXTURES 
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of the “Three 8’s” design which gives her room 
for a deep dish-pan yet prevents over-the-rim 
splashes. 


Add to these features the massive-looking 8- 
inch deep apron of the “Three 8’s” design, the 
easily-kept-clean Acid- Resisting Enamel in 
several rich colors, and the lustrous Chromard 
Finish Fittings— provided especially for her 
ease and her eye to beauty—and you have a 
wealth of reasons why the “Standard” “Three 
8’s” Sink should be in her kitchen. Every 
“Three 8’s” Sink has the trade- 
mark Standard“AR. 
Standard Sanitary Mfg. Co. 
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These five new lavatories re- 

cently added to the “Standard” 

line are visible evidence. of the 

manner in which beauty, utility 

and comfort have all been ser- 

ved by “Standard” in response 

to the modern demand. And 

not the least important is the 

fact that a rare distinctiveness fe — 








has been achieved without sac- 
rificing the manifest advantages 
of the one-piece design. 


Standard Sanitary Ifo. Co. 
Pittsburgh 


“Ctandard” 
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Humphrey Co. 


In a well arranged space the Humphrey Company, Kala-- 


mazoo, Mich., offered a showing of its line of automatic 
storage hot water systems and tank water heaters. One 
of the storage systems with a cut out section gave visitors 
an insight into the mechanical construction and safety 
features of these devices. L. E. Spear, special factory 
representative, and H. D. Miller, salesman in the Kansas 
City, Mo., territory, were present in this booth. 
The Imperial Brass Mfg. Co. 

The Imperial Brass Mfg. Co., Chicago, Ill., maintained 
an exhibit of its flush valve, water closet and liquid soap 
dispensers. Coming in for considerable attention, also, 
were the company’s hot and cold combination and pop- 





Top row: G. L. Jones and J. W. Wells, both of the 
Oster Mfg. Co., Cleveland, Ohio; George H. Quest and 
John Heinkel, president, of Blake Specialty Co., Rock 
Isiand, Ill, Middle row: H. Kenning of W. A. Case & 
Son Mfg. Co., Buffalo, N. Y¥.; W. J. O'Connor of 
Chicago and John L. Campbell, sales manager, both 
of the C. F. Church Mfg. Co., Holyoke, Mass.; R. L. 
Griffin, vice president, W. A. Case & Son Mfg. Co., 
Ruffa'o, N. ¥. Bottom row: B. W. Bradford and Wil- 
liam H. Cadwell, president, both of the Beaton & 
Cadwell Mfg. Co., New Britain, Conn.; J. M. Martin 
and W. E. Lueders, both of Jenkins Bros., New York 
City 


up waste. Pictures of buildings in all sections of the 
country, in which Imperial products have been installed, 
decorated the walls of the booth. W. E. Blair, Jr., south- 
ern district manager, was in charge of the display. Wil- 
liam Redieske, Chicago representative, Walter George, St. 
Louis, and Thos. J. O’Brien, Memphis, were the others in 
attendance. 
Jenkins Bros. 

Featuring its rapid action valve, Jenkins Bros., New 
York, N. Y., maintained an elaborate exhibit of bronze and 
iron body valves, mechanical rubber goods and gauge 
glasses. Some of the valves were shown without paint to 
demonstrate the quality of the castings. J. M. Martin, 
New York, N. Y., was in charge of the showing, assisted 
by W. E. Lueders, Chicago, Il. 
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Top row: John A. Cotter, C. D. Lysdale and T. M. 
Lilleberg, of The Nye Tool & Machine Works, Chicago; 
A. E. Deskau of Radiator Specialty Co., Charlotte, 
N. C. Middle row: Harold A. Cross, F. P. Logan and 
John D. Smith, all of U. S. Sanitary Mfg. Co., Pitts- 
burgh, Pa.; B. F. Templeton, Decatur Pump Co., 
Decatur, ll. Bottom row: A. J. Willis and J. T. 
Schieffer of Electro Flushing & Mfg. Co., West Allis, 
Wis.; Frank Moore of Acheson Mfg. Co., Rankin, Pa.; 
Lee M. Keller of Trenton Potteries Co., Trenton, N. J. 


The Josam Mfg. Co. 

In a double booth that attracted wide attention The 
Josam Mfg. Co., Cleveland, O., had available for examina- 
tion by the huge numbers of daily visitors several prod- 
ucts which were introduced to the trade for the first time. 
In addition, the full line of products produced by this 
company was arrayed on white boards so that each one 
stood out effectively. Some pieces were cut out giving 
those who examined them a better insight into the 
mechanical features. The inevitable souvenir which 
visitors have come to expect was forthcoming in the 
form of a brass miniature alligator, to be used as a 
letter opener and paper weight. Joseph Hirshstein, presi- 





Top row: P. F. Reuter, W. B. McCurdy, vice president, 
and W. J. Allen, all of the Good Mfg. Co., New York 
City; G. Albin Nilson, president, Fiat Metal Mfg. Co., 
Chicago. Second row: Lee Irby, Paul Fritzsche and 
Samuel Carter, all of The Borden Co., Warren, Ohio; 
J. V. Myers, Duro Co., Dayton, Ohio. Third row: 
J. T. Krause, G. B. Macdonald and L. C. Whitney, all 
of the J. A. Sexauer Mfg. Co., New York City; 
E. E. Hornung, Fiat Metal Mfg. Co., Chicago 
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Sales are made by 
impressions created. 


If your window and 
store create the prop- 
er impressions, sales 
will result. 


BLUE SEAL PROD- 
UCTS deservea 
prominent space in 
your window and 
store, because they 
represent one of the 
few items in Plumb- - 
ing and Heating, that 
are bought, wrapped 
up and paid for. 
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Top row: C. 0. Hollen and Paul Clutterbuck, both of 
the Ridge Tool Co., Elyria, Ohio; C. F. Pineau, sales 
manager, and P. A. Gstalder, both of Radiant Steel 
Products Co., Williamsport, Pa. Middle row: O. M. 
Jensen of the Chieago Pipethread Machine Co., 
Racine, Wis., and W. J. Eberlein of the Greenfield Tap 
and Die Corp., Greenfield, Mass.; H. 8S. Swift and John 
L. Kretzmer, both of the Alberene Stone Co., New 
York City. Bottom row: C. P. Dewey and A. R. Me- 
Clure, both of the Wheeling Steel Corp., Wheeling, 
W. Va.; C. A. Thorne and K. G. Fensch, sales manager, 
both of The Dunham Co., Berea, Ohio 


dent, and M. B. Koblitz, manager of sales and advertising, 
both from the executive offices at Cleveland, O., were 
present. E. M. McLundie, vice president, from the fac- 
tory and foundry at Michigan City, Ind., was also present, 
together with S. L. Marsh, manager of the interceptor 
division, New York City, Leo Mayer, branch manager, 
Chicago, Ill., F. A. Alsobrook, Atlanta, Ga., J. F. Keelan, 
Birmingham, Ala., H. F. Kelso, Houston, Tex., F. M. 
Wilcox, Atlanta, Ga., B. W. Bradford, Charlotte, N. C., 
A. E. Witty, Oklahoma City, Okla., P. R. Jarratt, Nash- 
ville, Tenn., and H. T. Purcell, Chattanooga, Tenn. 
Kewanee Boiler Corp. 

The booth of Kewanee Boiler Corp., Kewanee, IIll., made 
a most effective showing, with its slim-type radiators 
forming rail posts, topped by revolving ‘‘Kewanee”’ shades. 
The products on display were enameled white and in- 
cluded a portable, fire-box boiler, a garbage burner, a 
water heater and an extra heavy tank. Rulers were given 
out as souvenirs. A. P. Hare, A. W. Shelby and Thomas 
J. O’Brien were the representatives who greeted the 
visitors. 

Kohler Co. 

Placed about the three walls of a beautiful spacious 
display were exhibited a number of the most elaborate 
and modern fixtures of this concern’s manufacture. One 
of these was a black marble lavatory, with gold plated 
ittings and legs. Another striking-looking fixture was 
a huge, black bathtub. A complete bathroom consisting 
of matched pieces in old ivory all trimmed with gold 
plated fittings, was also shown. A number of enameled 
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iron sinks were featured. These all in color had varied 
compartments which ranged from double sink styles to 
three compartment types for clothes, sink and dish wash- 
ing, electrically operated. Garbage receptors and utensil 
holders were a part of the equipment attached to most 
of them. The following men represented the company at 
the convention: Herbert V. Kohler, executive vice presi- 
dent, O. A. Kroos, secretary-treasurer, Walter J. Koh- 
ler, Jvy., John M. Kohler, J. Robin Harrison, in charge of 
the plumbing fixture department, R. C. Angelbeck, adver- 
using manager, Francis Martell, advertising department. 
Among the branch managers were Howard Curfman, 
Kansas City, Mo., Joseph H. Inman, Houston, Téx., M. C. 
Byrne, Atlanta, Ga., S. H. Gilmore, St. Louis, Mo., C. E. 
Wilkinson, Jr., Richmond, Va., Miss M. R. Schantz, Chi- 
cago showroom, and J. C. McDavid, St. Louis. 
Laubheimer Block Co. 

A large windowed septic tank which permitted, with 
the aid of its lighted interior, a thorough inspection of 
its construction and a miniature tank showing how the 
sections are assembled gave visitors to the booth of the 
Laubheimer Block Co., Nashville, Tenn., an excellent idea 
of the product. E. A. Holt, general manager, with Mrs. 
Holt, -was present. 

Thomas Maddock’s Sons Co. 

In a dark colored silk-draped booth Thomas Maddock’s 
Sons Co., Trenton, N. J., exhibited a light green-toned, 
one-piece vitreous china lavatory with porcelain supply 
and gold plated fittings and legs. Flanking this exquisite 
piece on either side was a bidet fixture, also fitted with 
gold plated water supply controls, and a complete bowl 
and tank combination. The bowl, which was the highest 
grade piece of its kind made by this firm of potters, was 
shown in a cross sectional view, bringing out a late im- 
provement. A. M. Maddock, president, and E. B. Lane, 
general sales manager, were present, as were J. F. Kelly, 
designer, S. C. Hamor, Philadelphia representative, and 
B. B. Baker, from the Dallas, Tex., office. 

J. L. Mott Co., Inc. 

The booth of J. L. Mott Co., Inc., Trenton, N. J., con- 
sisted of two bathrooms, one pink and one cream colored, 
made up of this company’s tinted enameled ware and 
colored vitreous china fixtures with chromium plated brass 
trimmings. In one bathroom a bidet bath attracted con- 
siderable attention. There was, also, a small display of 





Top picture: Cliff Mahaffey, Speakman Co., Wilming- 

ton, Del., and B. J. Steiner of the R. T. Clarkson Co., 

Memphis. Bottom picture: Harry Harte and Robert 
L. Wood, both of Speakman Co. 
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In the Rhinelander Apartment mentioned above, twenty- ‘2 
seven thousand feet of Robras 20-20 radiation is used. 

It,was designed by, SUGERMAN & BERGER, architects for the 
Rhinelander Real Estate Company. 

The general contractors were the TAYLOR CONSTRUCTION 
COMPANY. 

The Heating System was laid out by JAROS and BAUM 
Heating & Ventilating Engineers, and installed by GEORGE 
E. GIBSON CO., Heating Contractor. 


ROME BRASS RADIATOR 3 
COR PORATION 
1 East 42nd Street, New York, N. Y. 
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Cuts 


true/ 










She Genuine 
BARNES j 







-and lasts a ds 
a lifetime- 


HEN you place your next order, be 
particular to specify “the Genu- 
ine Barnes Three-Wheel Pipe Cutter.” 
Then you can be sure of a perfect tool 
that will “cut true and last a lifetime.” 
There is only one Genuine Barnes Three 
Wheel Pipe Cutter. It is made in New 
Haven, Conn., by The 


Barnes Tool Com- 






_ pany, Inc., origi- 
You'll find this 7 
red tag on every 
Genuine Barnes 


nal designers and 
Look 


for the trade mark 


patentees. 


and the special 
red tag on the 
cutter before you 


buy! 


The Barnes Tool Company, Inc. 
Creators of the Genuine Three-Wheel Barnes 


New Haven f - ’ Conn. 
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hospital fixtures—a baby bath, surgeon’s sink and hospital 
closet. Nicely set off was a showing of sinks, one of them 
colored, one of them a sink and laundry tray and one 
of porcelain. These various items, besides a staple display 
of colored enamel, were shown and explained by M. T. 
Kain, manager of this company’s Nashville branch, W. G. 
Probst, Jr., manager of the Louisville, Ky., plant, and 
B. J. Clarke, of the promotional department, Nashville. 


Mueller Co. 

Uniquely arranged-in mirrored, oddly shaped, individual 
recesses, one above the other in parallel rows, with con- 
cealed lights flooding each compartment, a number of 
lavatory and bath combination fixtures of newest design 
and finish was presented by Mueller Co., Decatur, IIl. 
Between the tiers on panel boards were fixed a few of 
the more staple items of plumbing brass goods. This 
firm distributed a chromium finished garden hose nozzle 
as a souvenir. Adolph Mueller, president of this organ- 
ization, was present, as well as W. L. Jett, southern 
division sales manager, O. C. Draper, manager plumbing 
division, J. R. Mayhew, sales manager of vitreous china 
division, all from the home office; W. F. Aaron, Grand 
Rapids, Mich., sales manager central division, Ivan Van 
Haaften, New York City, sales manager eastern division. 
J. L. Boyle, Memphis, Tenn., representative, and W. B. 
Ford, Birmingham, Ala., representative, were also present. 





George E. Robertson of the Chemical Toilet Corp., 
Syracuse, N. Y.; L. U. Noland of Newport News, Va.; 
W. R. Jouett of the Chemical Toilet Corp. 


National Radiator Corp. 

The corporation’s jacketed boiler, together with some 
of its types of radiation, were found in the exhibit of 
the National Radiator Corp., Johnstown, Pa. The showing 
of radiators included both wall-hung and tube types. 
C. A. Sawade, assistant to the general manager of sales, 
was in charge, assisted by H. R. Dillon, assistant to the 
manager of sales in the Chicago, Ill., territory, and Henry 
Weers, manager of the Indianapolis, Ind., branch. Cigars 
were handed out to visitors in the course of explanatory 
talks given by these representatives. 

National Tube Co. 

The space occupied by the National Tube Co., Pitts- 
burgh, Pa., was devoted to model rolls, showing how 
lengths of pipe are run through as one of the processes 
applied by this mill. In various parts of the exhibit were 
pyramids of sections of lap weld pipe showing the range 
of sizes. Threaded samples were found, as was the lined 
pipe this manufacturer is marketing. M. L. Schaeffer, 
advertising manager, was in charge and T. W. Gamble, 
advertising department, T. M. Dugan, in charge of 
plumbing at the mills, W. C. Moser and J. V. Greer, 
St. Louis representatives, B. H. Rickard, Chicago repre- 
sentative, and Harold Reese, New Orleans representative, 
assisted in receiving visitors. 

N. O. Nelson Mfg. Co. 

Six ordinary-size booths were needed to house the attra: 

tive display of N. O. Nelson Mfg. Co., St. Louis, Mo., in 
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The one big 
feature +++ designed to save time 


Contractor: “Say, I didn’t really believe all you said about saving 
make-up time with those valves.” 

Jobber’s Salesman: “Have you used them yet?” 

“Sure have, and I watched that job closely. Couldn’t see your ar- 
gument about saving time when I bought them, but they looked et 
like a well built product, so decided to give them a try.” ‘ 
“What’s the verdict?” 


“Well there is no doubt that we saved some time, but say, tell me 
just what is there about them that made this saving?” 

“Several reasons. One is uniform tapping, which saves your thread- 
ing time. Another is correct distribution of metal, which means 
that there_is strength where the strains come, guarding against 
distortion or collapse in the make-up. And besides every valve is 
tested under pressure before leaving the factory. ....” 

“Not every one?” 

“Yes, every valve receives the pressure test to make sure that it 
will be right before going on the job. There are many other 
reasons that account fo r this saving, but the one big reason is be- 
cause Ohio Brass Valves are designed with your make-up problem 
in mind. Ohio Brass Engineers are not content to make just a 


Obie Brase No. 1 Line good valve, they feel that a big part of their job is to make it easy 
Recommended for pressures for you to install these valves. That's why you are able to save 
up to 125 Ibs. time in the make-up, when you use our Ohio Brass Valves. 7 


Ohio Brass Company 
Mansfield, Ohio 


887V 


rass CoJ:— 


MINING 
PITTSBURGH ATLANTA CLEVELAND VALVES 7) 
ST. LOUIS SAN FRANCISCO LOS ANGELES (| 


PORCELAIN ) 
INSULATORS 


LINE MATERIALS 
RAIL BONDS 
CAR EQUIPMENT 








NEW A - CHICAGO 
PHILADELPHIA 











68 DOMESTIC ENGINEERING June 30, 1928 





















The INSIDE SIORY 


reat Heatin 0 Success 


Round 
Inside 


for 
Efficiency 






Square 
Outside 


for 
Beauty 
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t out view of new Richardson Square 
sed Boiler, showing round interior and 
estos insulation. 


4 

ERE’S a boiler born to conquer. It 

inherits the heating ability of a long line 
of Richardson & Boynton round boilers. 
Under its handsome, modern casing is the 
time tested round boiler, with the round fire 
pot and all the proven advantages of round 
interior construction. The same conserva- 
tive ratings, too. The outer casing means 
extra insulation as well as greater beauty. 


With such good looks, and such a pedigree of 
performance, how could this new Square 
Cased Boiler help going over like a Blue 
Streak! 

This company believes in utmost protec- 


tion to the dealer—the logical link ,be- 
tween manufacturer and consumer. 


anbson & Bo 


Manufacturempp( ‘‘Richardson’’ ‘‘Perfect’’ HeatingJand Cooking Appar 
60 Fifth Ave. $3 New York City 
Boston Chicago Buffalo Minneapolis Cinci 






- New Yorx Ut ca Newark 








Color Prominent 
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Kohler Co., Kohler, Wis. National 


Chromium Corporation of America, New 
York City 





Central Foundry Co., New York City 








Radiator Specialty Co., Charlotte, N. C. Delco-Light Co., Dayton, Ohio 
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Radiator Corp., Johnstown, Pa. 
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charge of this concern’s Memphis branch. Visitors, at- 
tracted to this booth by little pickaninnies dancing and 
by a bathing beauty’s presence in a shower stall, found a 
bathroom completely set up in this company’s green fix- 
tures and one in canary yellow fixtures. A green and 
autumn brown sink, two acid resisting enamel sinks and 
a green drinking fountain, connected to city water, were 
other fixtures on exhibit. Delegates were greeted at the 
booth by A. F. Balling, city sales manager of the Mem- 
phis branch, B. W. Simonds, L. C. Frasier, A. L. Willding, 
J. F. Whitaker, C. W. Parchman, W. H. P. Reid, Hale 
Lyle and J. D. Noland, all of the Memphis branch. A. B. 
Pierce, St. Louis, Mo., vice president and general manager 
of the company, was at the convention, and George B. 





Top row: J. M. Dougherty, president, D. & T. Mfg. Co., 
St. Louis, Mo.; W. A. Murray of the Ashpalt Brick Co., 
St. Louis, Mo.; E. A. Holt, Laubheimer Block Co., Nash- 
ville, Tenn.; E. P. Tyler of the Golden State Rubber 
Mills, Los Angeles, Calif. Middle row: R. E. Moore, 
manager indirect water heater division, and C. E. 
Pullum, general manager, both of Bell & Gossett Co., 
Chicago; J. K. Law and R. G. Bookhout, of Bookhout & 
Law, Inc., New York City. Bottom row: G. E. John- 
stone and H. E. Stiver, sales manager, both of the 
Deming Co., Salem, Ohio; H. M. Phillips and L. Soet- 
aert, both of W. 8S. Dickey Clay Mfg. Co., Kansas 
City, Mo. 


Jones, Memphis branch manager, was also very much in 
the convention picture. The company maintained a free 
taxi service from the exhibit hall to its Memphis show 
room, where those who availed themselves of the oppor- 
tunity could secure a miniature lavatory souvenir and 
inspect the branch. 
The Nye Tool & Machine Works 

Typical Nye sayings lined the walls of the booth of 
The Nye Tool & Machine Works, Chicago, and Harry G. 
Nye himself, president of the company, was at the booth 
to greet his friends. The central feature of the exhibit 
was the company’s portable, power pipe machine, with a 
range from %-in. to 2%-in. Featured also were ratchet 
threaders, from %-in. to 1%-in. A display board of pipe 
tools and the Nye threading oil formed the balance of 
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L. R. Mendelson, president, E. W. Bethel and George 
G. Gebhart, sales manager, all of the Hotstream 
Heater Co., Cleveland, Ohio 


the showing. Mr. Nye’s son, Americus P. Nye, was with 
him, and company representatives at the booth were J. W. 
Cotter, C. D. Lysdale and T. B. Lilleberg. 


The Oster Mfg. Co. 

The representatives of The Oster Mfg. Co., Cleveland, 
Ohio, spent a busy time at the convention keeping their 
company’s portable pipe machines in operation for the 
benefit of the visitors interested in seeing them. Die 
stocks of the company’s manufacture were also on display. 
In charge of the showing was A. S. Gould, sales manager, 
assisted by J. W. Wells, Kansas City, Mo., and G. L. 
Jones, Atlanta, Ga. 

Radiant Steel Products Co. 

An interesting new line of radiator covers greeted the 
eyes of the exhibit visitors at the booth of Radiant Steel 
Products Co., Williamsport, Pa. These covers, it was ex- 
plained by P. A. Gstalder, general manager of the com- 
pany, and C. F. Pineau, sales manager, are built in sec- 
tions, able to be fitted, therefore, to any size radiator. 
Beauty, combined with this adjustable feature, made the 
display of this company one of the centers of attention. 

Radiator Specialty Co. 

I. D. Blumenthal, sales manager, and A. E. Deskau, 
district sales manager, presided at the booth of the Radia- 
tor Specialty Co., Charlotte, N. C. The exhibit of this 
firm gave the delegates and visitors an opportunity to see 
the heating boiler liquid and cleaner of its manufacture. 

The Reliable Automatic Sprinkler Co., Inc. 

A complete unit of the dry sprinkler valve manufac- 

tured by The Reliable Automatic Sprinkler Co., Inc., New 
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Top pieture: L. A. Cornelius, president, and Claude W. 

Cornelius. Bottom picture: R. E. Larson, sales man- 

ager, and O. G. Jentsch, all of Wolverine Brass Works, 
Grand Rapids, Mich. 
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The NEW Ohio Auto- 
matic Heater sells at a 
price that allows you 
an unusually attrac- 
tive profit but still puts 
this latest type heater 
within the reach of 
the most modest home 
or shop. 





The NEW Ohio Auto- 
matic Heater is made 
in three sizes: 15-gallon 
capacity, 20-gallon ca- 
pacity and 30-gallon 
capacity. One of these 
sizes will meet every 
requirement for home, 
barber shop and beauty 


parlor. 
No. 15 - - $50.00 
No. 20 - - 55.00 
No. 30 - - 70.00 

















Kyo leary 


ODAY, even the smallest home 

wants a hot water supply up- 
on which it can depend at all 
times. And it wants it at a cost 
that is not excessive, either at the 
time of purchase or in operating. 


The demand for a low-priced, 
highly efficient heater of smaller 
capacity that combines all of the 
automatic and safety features of 
the larger, more expensive ones is 
ever on the increase. 


It was to meet this demand that 
the new Ohio Automatic Heater 
was developed. We have simply 





combined in this heater all of the 
latest control devices that elimi- 
nate for all time the constant run- 
ning to the basement to turn up 
or down the burner. 


The best safety devices are also 
incorporated in the new Ohio Auto- 
matic and you will find a number 
of other exclusive improvements 
in this heater that will answer 
your customers’ hot water prob- 
lems for many years. 


Ask your jobber about the new 
Ohio Automatic Heater or write 
us for full information. 


The OHIO HEATER CO. 


COLUMBUS 


$3 OHIO 



















Mention Domestic ENGINEERING when writing advertisers. 
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| & CADW ELL MFG. C0. 


NEW BRITAIN. CONNECTICUT 


Our Booth at the National Convention Showing 
the Simplex Flush Valve in Action 


We were glad to meet so many of our 
friends at the N.A.M.P. Convention at 
Memphis and very sorry we could not 
meet those of you who could not at- 
tend. We wanted everyone to see the 


SIMPLEX Flush Valve under actual 


working conditions. 


BEATON & CADWELL MFG.CO. 


Gstablished 1894 
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Cadwell No. 10 
Non - Adjustable 
- Air Valve 


The operation of the Cadwell 
No. 10 Non-Adjustable Air 
Valve is simple. The moment 
steam comes in contact with 


Simplex Flush 
Valve 


We showed at our booth at 
Memphis why the Simplex Flush 
Valve is superior. 


It cannot waste water no matter 
how the handle is manipulated. 


; ; . the thermostatic. float, instan- 
mons agp om sagen hag all Perfection No. 10 Floor taneous expanding of the dia- 
workable pressures an e tour mB hragm lifts the float and valve 
way by-pass arrangement insure and Ceiling Plate he into seat, closing valve. 
against breakdowns due to : a 
clogging or water hammer. Perfection No. 10 Floor and Ceiling It is manufactured with '% or 

Plates are inexpensive and easy to use. 14-inch bottom outlets for quick 
The Simplex Flush Valve auto- They go into place in a second and after vents. The Cadwell No. 10 Non- 
matically shuts off in case a leak they are around the pipe, the strong, Adjustable Air Valve is guaran- 
occurs in the release valve. It spring steel, contact points hold them se- teed for five years. This is posi- 
then stays locked closed. curely in place. They never work loose. tive protection. 


CAsk Your Jobber 


qhe 
BEATON &CADWELL AMFG.CO. 


©stablished 1894 
NEW BRITAIN, CONN. 
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~ FLOOR 


And 


CIE JULIING 
PLATES 








Top row: W. G. Probst, Jr., P. J. Clarke, C. O. Bur- 

ress and M. T. Kain, all of J. L. Mott Co., Inc., Trenton, 

N. J. Middle row: F. J. Vogel of Jos. A. Vogel Co.; 

Americus P. Nye and Harry G. Nye, president, Nye 

Tool & Machine Works, Chicago. Bottom row: M. C. 

Byrne, Stephen Gilmore, J. R. Harrison and H. M. Curf- 
man, all of Kohler Co., Kohler, Wis. 


York City, together with its line of sprinkler heads, were 


Look for the B&C trade mark saan cian Lie andi “2h deeds thooinn 
and RED STRIPE box | 


from 1880 to 1927 showing by comparison the numerous 





YOUR FRIENDS ARE THOSE YOU steps of advancement made during that interval. Large 
KNOW WELL—AND STILL LIKE YOU. charts illustrated sprinkler installations. Besides Frank 
B & C” plates have been well known to the J. Fee, president, and J. E. Evans, vice president, Ray 
trade for years and in their brand new garb, 3] M ' Walter 
sce tendo Gloss them batler thon ener. Shook, emphis representative, J. S. Dunn, alter 
' ; Hughes and Ralph Hughes were present. 
Quality and service you ’ a 

have always gone with Republic Brass Co. 
“B & C” plates—but for Showing its newest line of lavatory, bath and shower 
something new— this year fixtures, the Republic Brass Co., Cleveland, Ohio, had a 


you have ““The Box with 
the Red Stripe,” a decided 
advance step in merchan- 
dising. 


(Continued on Page 117) 


And again, — a new 
*““Beacor”’ finish. 


Look over your stock— 
replenish with new “Red 
Stripe” boxes. And put 
in a generous assortment 
with the new ‘“‘Beacor” 
finish, which is going to 
be very popular. 


When you think of 
plates — think of — 
B & C floor and ceil- 
ing plates in the 
bcx with the RED 
STRIPE, just order 
through your whole- 
saler. 








THE BEATON & CORBIN 
M 


| >. 


Southington, Conn. 
Top row: L. M. Mengold of Nashville, Tenn., and 


Martin A. Rooney of Atlanta, Ga. Bottom row: W. H. 
Hildebrand, Miss E. E. Wilson and J. H. Martin, all 
of the American Radiator Co., New York City 
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Same Dependable Design 
and Construction 
Qualities 
PLUS 


New Attractiveness 




















New Catalog giving four- 
teen typical installations 
and complete information 
on all sizes of Excelso 
Water Heaters. 





Nationally Distributed by Leading Wholesalers 
and Boiler and Radiator Manufacturers 


SIZES FOR ONE FAMILY OR ONE HUNDRED FAMILIES 
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EXCELSO Mates 


in New RED Color i 


| color to 
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O their other outstanding features of 
salability there has now been added a 
most attractive dress-up for Excelso Indirect og 
Water Heaters. APs). 


New New New 
Color Sales Beauty 


Master plumbers attending the National 
Convention in Memphis had an opportunity 
to visit our booth where the new red Excelso 
Heaters were displayed; where they were 
given the new Excelso Catalog. 


Now we would like the pleasure of sending 
this complete story of Excelso Water Heaters 
to you. 


Just write your name and address on the 
convenient coupon so you will get“this profit- 
making book at once. 


Excelso Products Corporation 
57 Clyde Ave. “Buffalo,N. Y. 








EXCELSO PRODUCTS CORPORATION 
57 Clyde Ave., Buffalo, N. Y. 


Please send new Excelso Water Heater Catalog in 


CA we oe te ae Bias ie ee oe a ee oe ee ee ew 6 6) So OS aS Se ae ae Fe Se Pr SSeS Ce SS 





= == a 1 .s = . 2 _ = * £ . 4 LA 





DOMESTIC ENGINEERING June 30, 1928 





~ 


NM Titgeey ul 
NE 


7h 44 OH >= ~) ef 








ror 


Ss ] 











a 





: 








OF — ———_—__________(.’ ‘. 
BUSINESS REPORTS FROM LARGE JOBBING CENTERS 








MARKETS ’ 





First Six Months End Well 


f° THE first half of the year draws to a close manufacturers, wholesalers and contractors are quite 


unanimous in reporting a better tone to the plumbing and heating business in practically all sections of 


the country. After a rather slow start business has gradually gained momentum, and since the early part 


of May the volume of material moved into consumption has been good, and now, according to most sellers, 


their volumes do not differ greatly from those for the corresponding period of last year. The past week 


brought little new into the market. No price changes were announced by manufacturers, and consumption 


hy master plumbers continued along the same satisfactory lines of the last few weeks. Jobbers are keep- 


ing their stocks at a safe working level by ordering frequently from makers. Stocks at manufacturing 


sources are such as to insure prompt shipments of most ttems. 


May shipments of porcelain plumbing fixtures, as reported to the Department of Commerce by ten manu- 


facturers comprising the entire industry, were 17,639 pieces, as compared with 19,404 pieces in April. New 


orders for 1,572 steel boilers were placed in May, as reported to the department by seventy-two manufac- 


turers, comprising most of the leading firms in the industry, as compared with 1,325 boilers in April and 


1,419 in May of last year. May shipments of domestic water softeners, as reported by twenty-one manufac- 


turers, were 1,480 units with a net sale price of $177,605, as compared with 1,489 units in April with a net 
sale pricee of $184,855, and 1,467 units in May, 1927, with a net sale price of $206,764. 


NEW ENGLAND 


Activities Continue To Expand— 


Conditions noted during the week in the plumbing and 
heating field were further indicative of the general bet- 
terment which has been manifest during the past month. 
Whatever pessimistic opinions as to future trends were 
entertained in the early part of the year have now mostly 
been overcome by the actual progress made in construc- 
tion since the first of May. While wholesalers in some 
localities can show that their sales so far this year exceed 
the totals recorded for the similar period of 1927, the 
months of May and June have largely contributed in re- 
couping whatever deficiencies in sales volumes the average 
jobber experienced. Manufacturers, too, in reviewing the 
past month’s business, have reported larger outputs by 
their factories and have found that most distributors 
show better inclinations to stock more heavily. 

Improved demand for most all commodities has been 
evident and those makers whose prices were advanced 
enjoyed substantial business, largely in bookings for fu- 
ture delivery. Soil pipe foundries’ price sheets became 
more closely aligned during the month, while distributors’ 
prices were a little less regular. Makers of fittings an- 
nounced a price advance in most of their products. Valve 
manufacturers also effected revisions in their prices, cer- 
tain types being raised and others lowered. The 5 per 
cent advance in prices of radiation made by factories a 
month ago was followed by a 10 per cent increase and a 
5 per cent advance in boiler prices on June 18. No diffi- 
culty is experienced in making deliveries as requested. 

Soil Pipe 

The week showed that contractors’ activities in rough- 

ing-in work continue to improve. In fact, the past four 
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weeks have brought about a much livelier demand, which 
has furthered jobbers’ tendencies to broaden their stocks. 
Recent price advances by makers have enabled them to 
secure comparatively large volumes of future delivery 
business from wholesalers. The average foundry has 
sufficient reserve stocks to make shipments without delay. 
No price changes were effected by makers during the 
week. 
Steel Pipe 

Steel pipe shipments from mills were of fair aggregate 
during the past four weeks, though not entirely steady. 
Comparatively heavy tonndges obtained around the first 
of the month, but at the close of May and as this month 
draws near its end, shipments are more or less dimin- 
ished. Plumbing and heating contractors’ needs account 
for quite satisfactory disposals by distributors. The lat- 
ters’ racks are generally in good shape. 
from sources are quite prompt. 
have not been changed. 

Wrought Lron Pipe 

While improvement in contractors’ requirements of this 
commodity is not especially marked, movements into con- 
sumption are of good seasonal character. Distributors 
have not built up their stocks much beyond the imme- 


Forwardings 
Mill prices are firm and 


diate needs stage, consequently makers’ representatives’ 
receipts are largely of the replacement type. Such or- 
ders, however, together with direct-to-operation shipments 
from sources grant satisfactory totals. Immediate deliv- 
eries are generally obtainable. Mill prices remain firm 
and unchanged. 
Fittings 

Other than the price changes which occurred in cast 
iron, malleable, drainage and brass fittings several weeks 
ago, no further price changes have been effected by mak- 
ers. At that time wholesalers anticipated their require- 
ments quite freely, for they have been experiencing much 
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| ee 8 ee . oe — No. 286 N. P. Shower 
ed | =| | Head & N. P. Over-rim 
7 +} | Spout, Rgh. C. W. & O. 





ie .. No. 287 China Shower 
t ; UnmteD | Head & China Over-rim 
d Spout, Rgh. C. W. & O. 














No. 288 N. P. Shower 
Head & N. P. Over-rim 
Spout, 2-inch Un-a-Trip 
Bath Waste. 








No. 289 China Shower 
Head & China Over-rim 
Spout, 2-inch Un-a-Trip 
Bath Waste. 











No. 290 N. P. Shower 
Head & N. P. Top Noz- 
zle & 2-inch By-Transit 
Waste. 


No. 291 China Shower 
Head & China Top Noz- 
zle & 2-inch By-Transit 
Waste. 





























No. 288 


Licensed Under Patent Nos. 1,187,477 and 1,579,503 


ANOTHER “BUILTIN RIGHT” FEATURE 


COMPRESSION TYPE 
NITED Diverter and Control Bath and 


Shower Fixtures. designed and built for 
satisfactory service. Recognized by the job- 
ber, plumber, and consumer for their 


‘ENDURING QUALITY.” 


Every United Fixture receives an air test 
under water and a subsequent hydrostatic test 
of 150 lb. pressure, before leaving our plant. 





NI 


TRADE MARK REG IN U. S. PAT. OFFICE 





SECTIONAL VIEW THE UNITED-OBERNDORF CORP., CLEVELAND, OHIO 
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improved demands from their customers. Makers are well 
pleased with their receipts and shipments of the past two 
weeks. Distributors have well assorted stocks and are 
favored with quick delivery service from points of manu- 
facture. 
Knameled Ware 

While some jobbers still find interruptions in the better 
demand which has been apparent for three or four weeks, 
it cannot be denied that a definite upward trend in con- 


ENGINEERING 79 


Deliveries usually Makers’ 


changed. 


are prompt. prices are un- 
Range Boilers 

The several producers who largely supply this territory 
report the continuance of the good demand which has ex- 
isted for several months. Plumbing contractors are call- 
ing for range boilers more frequently and in larger quan- 
tities. Wholesalers’ warehouses contain ample stocks of 
boilers for the present. Factories are not 
when early deliveries are specified. 
facturers’ prices is reported. 


embarrassed 
No change in manu- 





Wholesale Prices Are Below Last Year’s 


JAN.| FEB. IMAR.| APR.| MAY1| JUN.| JUL. IAUG.| SEP. | OCT.| NOV.| DEC. 





DOMESTIC 
ENGINEERING 


PRICES , /926 


The above chart, based on figures collected by the Department of Commerce from reports of 


manufacturers and wholesalers, shows the prices of standard plumbing fix- 


tures for a six-room house for the first five months of 1928 and the same period of last year. 





sumption of enameled ware obtains. Several manufac- 
turers, in attestation, have noted considerable improve- 
DM 
e4 
<— 
=) 
nd 
>) 
" Teo 
PRICES, /927°2°>-<-= 
tevelze representative 
ment in their shipments, while the average producer’s 


bookings are quite satisfactory. The large amount of fig- 
uring being done in all mediums gives the future a bright 
according to Makers’ prices are un- 

Delivery extensions are rare. 

Pottery 

In conjunction with quickened demand attending enam- 
eled ware, it is also noted that the past few weeks have 
stimulated plumbing contractors’ and wholesalers’ inter- 
est in pottery. Movements into consumption were well 
sustained during the week. A fair volume of new busi- 
ness was placed by jobbers and releases on formerly made 
contracts made the week an active one for potters’ sales- 
men. Wholesalers’ stocks are of ample dimensions, and 
no difficulty is encountered in obtaining quick shipments 
to bolster them. No price changes effected by 
makers. 


aspect, sellers. 


changed. 


were 
Plumbers’ Brass Goods 

Makers’ salesmen failed during the past seven days to 
uncover much in the way of future delivery specifications 
by jobbers. Orders for spot shipment from factories were 
comparatively numerous but not individually heavy. 
Wholesalers report satisfactory disposals of both cast and 
tubular goods, the latter class moving a little more freely. 


Boilers and Radiators 


Following a 5 advance in prices of radiation 


effected a month ago, makers, as reported in 
review, again issued new sheets incorporating a 10 per 


per cent 


last week’s 


cent increase in radiator prices and a 5 per cent advance 


in boilers. Most manufacturers reported good receipts 
for the week. Installations of heating materials have 
become more numerous as the season progresses. Deliv- 
eries are not curtailed. 
tN] L WEST 
CENTRAL WES 
Contractor Consumption Is 
Business in the plumbing and heating market during 


the past seven days was not featured with any develop- 
ments of an outstanding nature, and the calls from master 
plumbers for material continued to carry the satisfactory 
tone that has been evident in late weeks. While the de- 
gree of activity among contractors naturally varies, the 
majority of them are busily engaged on installations. 
Construction, after a rather slow start, has improved con- 
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siderably. In fact, according to F. W. Dodge Corp., the 
highest May on record was reached last month in the Cen- 
tral West. The total $192,868,300, was 27 per cent in 
excess of the amount reported in the same month of last 
vear and was 3 per cent ahead of the amount reported in 
April of this year. New construction started in this ter- 
ritory during the first five months has reached a total of 
$823,.084,300, as compared with a total of $680,583,700 
for the first five months of last year, the increase being 
21 per cent. All of this, naturally, lends optimism to the 
future and conveys the impression that contractors in gen- 
eral will be busy right through the remainder of the year, 
While last month’s contract total included a number of 
large projects, 41 per cent of it consisted of residential 
construction. 

The price advance recently announced by boiler and ra- 
diator manufacturers brought out a fair amount of busi- 
ness. Most of this, however, was for boilers, as most 
buyers had covered on their future needs for radiation 
when prices on that commodity were advanced on May 
22. Asa general rule, wholesalers are ordering material 
in quantities sufficiently large to keep their stocks at a 
good working level. Prompt deliveries are available at 
almost all manufacturing sources. No price changes were 
announced by makers during the past weekly period. 

Soil Pipe 

Manufacturers’ representatives, for the most part, state 
that business in the Chicago area is lacking in briskness. 
Contractor demand has quickened in late weeks and is 
reported to be maintaining a fairly satisfactory pace. 
Still, this is not reflected to any great extent at foundries, 
as most wholesalers are in possession of large enough 
stocks to supply master plumbers promptly. No new price 
sheets were announced by makers during the week. Foun- 
dry delivery service is uncurtailed. 

Pipe—Steel and Wrought Tron 

Master plumber requirements for steel and wrought 
iron pipe continue at a fairly even gait in this district, 
according to reports of makers and distributors. Most 
steel pipe mills are working at a 50 to 55 per cent pro- 
duction schedule, according to reports, and immediate de- 
liveries are available from sources of manufacture. Sim- 
ilar delivery service is also available at wrought iron pipe 
mills. Most wholesalers have their pipe racks in good 
shape, and are ordering small quantities frequently. Mill 
prices are reported firm and are unchanged. 

Fittings 

Demand from master plumbers and heating contractors 
for the various types of fittings is well sustained, although 
not what might be termed heavy. Generally speaking, 
little change is apparent in the market compared with the 
week previous. The majority of manufacturers agree 
that before the current prices were established a sub- 
stantial volume of business was booked. Wholesalers’ 
bins are such that deliveries are going forward promptly 
to master plumbers. Manufacturers did not change their 
prices during the past seven days. 

Knameled Ware 

Master plumber consumption continues at a fairly even 
pace, and wholesalers state that their volumes are closely 
in line with the corresponding period of last vear. While 
April shipments of enameled ware, according to the de- 
partment of commerce, were ahead of April, 1927, by 
some 30,000 pieces, most makers attribute this condition 
in part to the liberal buying that followed the announce- 
ment of higher makers’ prices. Deliveries may be had 
about as wanted, both from manufacturing and distribut- 
ing sources of supply. Factory prices have not changed. 

Pottery 

Manufacturers report that, except for a few scattered 

exceptions, all of the old bookings of wash-down bowls 
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and tanks have been shipped, and that a healthy volume 
of new business has been reaching them during the past 
few weeks. Consumption by master plumbers has of late 
improved, and, as a result, jobbers’ stocks have required 
replenishing. Shipments of staples are not delayed at 
potteries. Contractors can secure most items from whole- 
salers as wanted. Makers’ prices are unchanged and 
quite firm at current sheets, according to reports. 


Plumbers’ Brass Goods 
The movement of cast and tubular brass goods con- 
tinues at a fairly well sustained pace. Wholesalers, to 
keep their stocks at a good level following the calls from 
master plumbers for material, are ordering frequently in 
small quantities. Makers’ volumes so far this year show 
little change over those for the corresponding period of 
1927. Stocks at factories are such as to insure deliveries 
almost as wanted. Makers’ prices did not change during 
the week. 
Range Boilers 
The range boiler market as far as manufacturers’ prices 
and demand from wholesalers and contractors are con- 
cerned, is about the same as last week. The majority of 
wholesalers are in possession of large supplies of range 
boilers and are not finding it necessary to place fresh 
orders for any quantities. Manufacturers’ prices were 
not changed during the past seven days. 


Boilers and Radiators 

The last price advance, according to makers, resulted 
in a fairly substantial volume of boiler business. But 
orders for radiation, due to the fact that a good volume 
of this business was booked when radiator prices advanced 
on May 22, were not nearly as heavy as at the previous 
advance. Rush orders are receiving prompt attention at 
factories and makers’ warehouses. Makers’ prices did 
not change during the week. 


NEW YORK 


Better Business Continues— 


Business is picking up in the metropolitan district, ac- 
cording to wholesalers of plumbing and heating goods, 
who report their total volumes of deliveries to contractors 
during the past few weeks have gradually become larger. 
Contractors are using enough material, so that they are 
steadily in the market for replenishments. Due to the 
fact that the average wholesaler has not built up large 
stocks of most items, this increased demand is early re- 
flected to manufacturers. 

The increase in business noticed by wholesalers is not 
of a spotty nature, judging by the diversity of the proj- 
ects for which the material is needed. Shipping clerks 
find that much of the goods is being shipped to contractors 
to use in residences in Long Island, Westchester County, 
and to a lesser extent in Northern New Jersey. They also 
find that there is a fair quantity of material designed for 
use in apartment buildings and that large office struc- 
tures are taking their share of plumbing and heating 
goods. 

Manufacturers’ prices generally are firm at current 
sheets. Delivery conditions have changed little, most 
makers being able to deliver at least a fair amount of 
their commodities quickly enough to satisfy the rush 
buyers. 

Soil Pipe 

On the average, makers are booking a fair amount of 
business. Some, however, find that there is only a light 
demand for pipe. Some companies have not finished ship- 
ping all of the soil pipe that was entered at lower prices 
and, for this reason, some wholesalers find themselves 
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with. sufficient inventories to carry them for the time 
being. No new price sheets were issued by makers during 
the week. 
Pipe—Steel and Wrought Iron 

Makers of steel pipe reported a fair demand for the 
week. Wrought iron pipe mills, also, report a good week 
from a tonnage standpoint, and state that business com- 
pares favorably with the same period of 1927. Whole- 
salers’ prices on both wrought iron and steel pipe are re- 
ported firm, and no changes have been made in mill fig- 
ures. Both types are held in sufficient quantities at points 
of production to insure rapid delivery. 

Enameled Ware 

Demand for enameled ware is said by some producers to 
be lighter than was expected for this season of the year, 
with buying somewhat below what is normally expected 
in June. Makers’ prices have not been changed. Appar- 
ently there are heavy enough stocks in makers’ ware- 
houses to insure satisfactorily prompt deliveries. 

Pottery 

One of the points stressed by both manufacturers and 

wholesalers is the strong price tone of the market. With 


The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 











Par 1928 
Value High Low Quotations of June 23, 1928 * Bid Asked Last 
25 15234 1304 American Radiator Co., com. A 132 132!'5 132 
100 14744 142% American Radiator Co., pfd A 14416 1451¢ 143 
50 747% 5334 Anaconda Copper Mining Co. A 63 6314 6314 
NP 49 2714 Brunswick-Balke-Collender Co. A 4l 411, 4114 
NP 117!¢ 90% A.M. Byers Co., com. A&F 92% 923g 924 
100 11444 11114 A.M. Byers Co., pfd. .... A&F 112% 13 112% 
100 140 130 Century Electric Co., Com. one 135 130 
100 +106 101 Century Electric Co., pfd..... G 102 104 192 
50 6 414 Chicago Nipple Mfg. Co., ‘‘A”’ a Se 416 4h 
50 3 2 Chicago Nipple Mfg. Co., ‘‘B” B ll, 216 2 
25 4714 45 Crane Company, com.... C 45 4534 4514 
100 12144 11834 Crane Company, pfd...... ee 12144 12144 
10094 91 Detroit Brass & Malleable Works D 92 94 92 
100 110 105 The John Douglas Co., pfd... 4 10 108 105 
20 «23 17 Eagle-Picher Lead Co..... Se OS 18 i7 
NP 50 3214 Fairbanks, Morse & Co., com. A 37 3744 37% 
100 111! 104 Fairbanks, Morse & Co., pfd. ...A 109 109%. 109 
NP 134 1051 Johns-Manville Corp.... ...B 101% 102% 101% 


100 +160 150 
100 123 120 

10 21 20 
NP 45 30 


Jones & Laughlin, com.... 
Jones & Laughlin, pfd.. . 
Michigan Copper & Brass Co. 


I 
F 120 121'5 1201 
D 19 21 20 
Minneapolis-Honeywell Rezulator Co. B 343g 3514 35 
F. E. Myer & Bro. Co. H 32 33 3214 
100 136 120 National Lead Co., com. A 116% 117% 117 
100 14714 139 National Lead Co., pfd. A 14534 14614 146 
NP 403¢ 1714 National Radiator Corp. A 183% 1914 19 
100 108 104 Ohio Brass Co., pfd... H 
. Ohio Brass Co., ““B”’.. . os 
Penberthy Injector Co., pfd. pe ....D 100 101 100 
25 26 3 Pierce, B. & P. Mfg. Corp., com... U d 
Pierce, B. & P. Mfg. Corp., pfd. a 
NP 7 i844 Richmond Radiator Co., com. B 22 2254 223% 
NP 40%, 36 Richmond Radiator Co., pfd. B 3914 4014 40 
Scovill Mfg. Co... U 49 53 50 


NP 3914 33% Standard San. Mfg. Co., com. A&F 36% 3634 361, 
100 125 115 Standard San. Mfg. Co., pfd. A&F 116 118 117 
100 «55 45 Trenton Potteries Co., com... U 45 55 45 
100-95 95 Trenton Potteries Co., pfd. U 95 10 

100 300 19044 U.S. Cast Iron P. & F. Co., com.. A 249 250 2491, 
100 137 114 U.S. Cast Iron P. & F. Co., pfd. ..A 12434 12544 #125 
NP 46 38 U.S. Radiator Corp., com. D 38 42 4 
100 106 103 U.S. Radiator Corp., pfd.. . D 103 103 
100 6144 32 U.S. Rubber Co., com..... A 323%, 32% 32% 
100 109°< 862 U.S. Rubber Co., pfd. A 6134 62% =~ 62 
100 +154 13254 U.S. Steel Corp., com. A 133 13344 133% 
100 147144 138% U.S. Steel Corp., pfd. A 141% 142 14134 
NP 19 15 Walworth Company... A 15% 16 1534 
NP 10 614 Williams Oil-O-Matie Htz. Corp. C 8 Rlo Rl, 
NP 106% 8314 Youngstown Sheet & Tube Co. A. 72 711s 


*W here listed— 
A—New York Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stock Exchange 
D—T etroit Stock Exchange 
E—Boston Stock Exchange 


F—Pittsburgh Stock Exchance 
G—St. Louis Stock Exchange 
H—Cleveland Stock Exchange 
I—Cincinnati Stock Exchange 
U—Unlisted Stocks 
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The Metal Market 


Average Average Average 
June 26 May, 1928 Mar., 1928 1927 
PIG TRON— 
No. 2 foundry, Chicago, 


Ne ee te ete $18.00 $18.20 $18.50 $19.66 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 
ere . Ts. s.6-6% a0 1.85¢ 1.85e 1.90¢e 1.83¢ 
Blue annealed sheets, No. 
10, Pittsburgh, per Ib. 1.90¢ 2.00¢ 2.10¢ 2.20¢ 
Black sheets, No. 24, 
Pittsburgh, per Ib.... 2.65e 2.7dC 2.85¢ 2.91c 
TIN 
ES ee ee een 46400e 
LEAD 
SC i Se ee 6.10e 
The Old Metal Market 
Dealers’ Buying Prices 
Per lb. Per Ib 
Aluminum eclippings...18 ec > a ..10 e@ 
SE Os a ns oe we 6-8 flioec Copper, uncrucibled 
EE” Ee 64¢ I il eo Sa hla ck esa ..1llw%e 
Brass, heavy mixed.... The Faucets and valves.... 9 ¢ 
le A ae os oe ee 68S 10 e Loe. DOGee ocx cs aedco eee 
Copper, crucible ...... iz ec BOMGOPr JOrmes 2... ccece 9 ¢ 


NOTE: Prices are those quoted on Tuesday of this week. 





practically all of the old price pottery now delivered, 
makers are said to be unanimous in quoting the newest 
sheets. Demand is said to be about normal for June, and 
is quoted as being a little better than it was the earlier 
part of the month, with the increased activity noticeable 
both in staple and special ware. Most jobbers are fairly 
well protected against sudden calls for pottery, and can 
secure prompt replacements from makers, except where 
special ware is involved. 
Plumbers’ Brass Goods 

Few manufacturers agree on the quality of demand or 
the firmness of the price tone. One tubular goods maker, 
for instance, has enjoyed such good business that his fac- 
tory has been forced to speed up production. Another 
manufacturer has found demand only fair. Cast brass 
producers seem to be more unanimous in reporting busi- 
ness that is normal. Cast brass prices are reported firm 
and unchanged. Shipments, except for isolated instances, 
are delayed little. 

Range Boilers 

At the present time, master plumbers do not seem to 
be installing a great many boilers, and this naturally cuts 
down on the number they are ordering out of wholesalers’ 
stocks and also affects manufacturers’ shipment figures. 
There seem to be few instances of delayed shipments. 
Makers’ price sheets have not been changed. 

Boilers and Radiators 

The higher makers’ prices on boilers and on radiators 
resulted in a slight spurt in business, the demand coming 
from those wholesalers who did not cover before the last 
increase in the price on radiation. Manufacturers’ ship- 
ment figures for the month are expected to total high. 


Fittings 
Prices are reported firm at the new base. Demand, 
which ,.had a sudden rise for some firms when wholesalers 
hastened to place orders before the new figures went into 
effect, has again dropped to a normal pace. Prompt de- 
liveries, when desired, are usually procurable. 








The Salisbury Plumbing and Heating Co., Salisbury, 
N. C., has been awarded the plumbing and heating con- 
tract on the new Telephone building, in that city, with a 
bid of $11,200. The same company has also been awarded 
the $9,000 plumbing and heating contract on the Holt 
School and the heating contract on the Robbins School 
auditorium, both in Lexington. 
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MIDDLE ATLANTIC 


Buying Maintains Better Pace— 


Demand does not seem to be swinging into the usual 
June activity in as great a measure in the Middle Atlantic 
contractors, wholesalers and manufac- 
turers had expected. Many distributors are able to report 
a slight increase in the amount of sales almost every 
week, but there is not the ‘“‘kick’’ to demand that many 
anticipated. However, the consumption of plumbing and 
heating goods is by no means light, despite the fact that 
and is keenly contested. New 


section as many 


the usual order is small 
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building seems to be accounting for more than its usual 
share of the business placed, with a lack of replacement 
business reported by some of the contractors who devote 
the major portion of their time to remodeling work. 

Prices generally have shown little change during the 
seven days that have elaspsed since our last report. The 
price increase of 5 per cent on boilers and 10 per cent 
on radiation, issued by one manufacturer as effective on 
June 18, was followed by most competitors, practically all 
of the makers giving their customers until June 23 to place 
business at the old figure. 

Deliveries continue to be made in good time on practi- 
cally all staple items. One of the exceptions to this is the 


(Continued on Page 164) 


May Building Permits for 210 Cities 


Total building permits granted in 210 cities during the 
month of May amounted to $317,832,900, according to the 
210 city building departments to the F. W. Dodge Corpo- 
ration. The above figure was 10 per cent ahead of the 
April, 1928, record and was 5 per cent in excess of the 
May, 1927, total. Ninety of the cities recorded last month 
showed increased permit valuations and one hundred and 
twenty showed decreases when compared with their May, 
1927, 


Last 


records. 
month’s total brought the amount of permits 
granted in these cities since the first of this year up to 
$1,444,900,000, as compared with $1,455,120,400 for the 
corresponding period of last vear, the decrease being only 
l per cent. 

nineteen cities showing more 
permit valuations 


During May there were 
than a million dollars in and an in- 
crease of 20 per cent or more over their May, 1927, rec- 
ords. The ‘‘honor roll’’ cities were: Washington, Atlanta, 
Chicago, Evansville, Indianapulis, Boston, Pontiac, Duluth, 
Kansas City, Mo., St. Louis, Albany, New York City, Day- 
ton, Oklahoma City, Providence, Memphis, Houston, Spo- 
kane, and Madison, Wis. 

May, 1928 
No. of 
Permits 


May, 1927 
No. of 
Permits 


Valuation Valuation 


Alabama— 


Birmingham : ae 611 $1,912,400 646 $2,074,100 
Arizona— 
Daas au 103 247,200 96 166.300 
Arkansas— 
Fort Smith ...... 179 167,300 232 88. 200 
Tattle Rock ........ 156 339.500 186 160.400 
California— 
RR, bo ae 64 168,400 H5 101,500 
ee 182 159,400 266 669,200 
(Compton ‘alk ae 13 105.500 3 79,700 
GT eee ie eet a 8] 126,700 8] 178,500 
to 116 730.600 141 580,400 
Long Beach ... sare $15 1.064.800 124 1,541,200 
Los Angeles 2.954 8,941,700 3,290 11,563,300 
| $124 1,272,900 643 1,768,200 
Pasadena ....... 199 121,700 223 1,040,300 
Sacramento ......... 177 397,300 202 2 686,400 
san Diewo ....... 07 1,091,700 540 1,275,506 
San Francisco ...... 661 2,635,100 805 4,979,800 
IR ee ie ek. 5 i2 209,300 79 121,800 
os ae Se : 54 105,100 45 128,900 
ES Se ee 78 207,800 77 143,800 
Colorado— 
Colorado Springs.... 79 157,000 79 43,600 
ns ae oad 506 1,175,700 750 1,512,400 
ll re ee 163 170,600 161 220,200 
Connecticut— 
Bridgeport ....... 165 781,500 185 352,800 
New Haven ...... 193 929,000 228 386,700 
Delaware— 
Wilmington a. 143 956,600 122 177,900 
District of Columbia— 
Washington ........ 565 4,296,200 559 3,484,700 


May, 1927 
No. of 
Permits 


May, 1928 
No. of 
Permits 


Valuation Valuation 


Florida— 
Jacksonville ........ 397 730,700 388 1,155,300 
NE: aio gas do he 8 12,300 36 56,400 
re ia 5a anes a tne be id 214 143,000 302 463,100 
EL 76 87,000 §2 86,100 
ek ole nhs oder ~h 364 483,600 439 479,500 
Georgia— 
CO ee 372 5,910,300 439 1,131,600 
i 183 110,100 153 185,000 
aria 5 6 be we oes 253 590,300 209 400,200 
I” 1 o6 weg o's 1s 110,800 DS 168,700 
idaho— 
I ial ig inate ae gle 70 68,000 77 110.900 
illinois— 
EPO rrr 111 701,000 143 284,700 
Es 0 il te & soak in te 1,097 40,067,300 1,187 27,806,500 
CN oi ie at ane 125 370,900 158 502.200 
East St. Louis....... 121 214,100 96 181,900 
oe 3 1,363,200 178 2,049,900 
yg 59 423,000 18 223,900 
eee 147 229,200 164 221,500 
re 217 989.300 198 1,706,900 
BPTUMMBOIG ..ccevvur 136 414,100 150 1.658.200 
Indiana— 
ee 75 83,100 76 890,200 
oe) | | HO0 1,347,300 196 928,100 
go ae fs | eee 211 739,300 201 588.000 
gg TS, SAC ae area ae 297 693,100 311 1,094,900 
RE eae 143 580,600 13 499,300 
Indianapolis ........ 1,249 3,033,700 1,404 2,420,400 
ee 71 105,600 77 745.800 
BOUCH BONG 2 ews cio cs 432 546,000 367 586,600 
BOrTe Bemwmee 2... cscs 181 96,500 219 300,400 
lowa— 
Cedar Rapids ....... 192 173,200 151 104,400 
Co aE Pee 167 120,300 118 101,500 
Des MoineS ......... 129 282,000 114 926.500 
bo aes nn eae 106 246,200 121 52.500 
ES a ern 66 49.600 72 42.000 
Gee. gclaw ie eo 100 167,500 98 143,700 
Kansas— 
Kansas City ........ 117 151,900 i15 99,900 
ier eatin aac a ie 95 114,600 132 145,100 
ES eens POD 528,000 208 ARH GOO 
Kentucky— 
BO ST See ee 74 175,400 104 284,600 
PRE ee 66 123,800 56 252.300 
vs | 563 1,436,200 309 2,220,600 
Louisiana— 
New Orleans ....... 266 802,500 178 722.000 
DUPOVGMOTE 2. cc cccece 286 388,300 186 386,800 
Maine— 
CE bo oe & 206 240,800 133 304,400 
Maryland— 
ES eee eee 1,973 5,401,000 2.105 3.773.900 
Cumberland ......... K Pe 134,100 39 66,900 
Massachusetts— 
DE Sin ween Gk a we 53 99,600 39 4,800 
ES i ee oe 1,065 4.704.700 1.020 3,504,200 
oe ee 102 376,100 R4 111,300 
BF ee 162 531,700 147%, 733.600 
0 a ee ee 49 131,100 33 183,700 
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San-FauiP 
)SEPTICTANK 


Sang quip ) Sep ic Tanks 


; § 


Install these superior Septics for safe sewage disposal 
in unsewered districts. [hen watch the demand for 
new plumbing in suburban and country homes, rest 
rooms for gasoline stations and camps bring dollars to 
your pocketbook. Your reputation as a good plumber 
willbe upheld by San-Equip dependability and efficiency. 

San-Equip Septic Tanks are made exclusively for the plumbing 
trade. They are sold only by plumbers. National advertising has 
broadcast the message of safe sewage disposal to facilitate San-Equip 
sales. 

San-Equip Septic Tanks are made of the best copperoid iron 
rust-proofed inside and out with melted-on plastic enamel, following 
U. S. Public Health Service designs. They are compact, easily 
handled, easily installed, and as permanent as the rest of a good 
plumbing job. Thousands in use—no failures. 


Write today for free plan sheets and sales 
booklets “How to be Safe Without Sewers.’ 


CHEMICAL TOILET CORPORATION 
908 E. Brighton Avenue Syracuse, N. Y. a 
| 


Makers also of the new San-Equip Liquid-Seal Self-Drain 
Toilets for use wherever water plumbing is not practicable 























Mention Domestic ENGINEERING when writing advertisers. 
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DEE, cecave's éwe% 
Fall River 
Fitchburg 
Haverhill 
Holyoke 

Lawrence 
Lowell 
Lynn 

Medford 
New Bedford 
North Adams 
Quincy 
Salem 
Somerville 


Springfield ......... 
Waltham 
Worcester 
Michigan— 
tattle Creek 
Bay City 
Detroit 
Pa Leena Ss eh 6 aan 
(;rand Rapids 
Jackson 


Kalamazoo 
Lansing 
Pontiac 
Saginaw 
Minnesota— 
Duluth 
Minneapolis 
Paul 


Mississippi— 


st. 


Jackson 
Missouri— 
Kansas City 


St. Joseph 
St. 


Louis 


Montana— 
eutte 
Nebraska— 
Lincoln 
Omaha ee Pe 
New Hampshire— 
Manchester 


New Jersey— 
Atlantic City 
Ee ee 
(camden 
Mast Orange 
Mlizabeth 
Hloboken 
Jersey City 
Newark 
(range 


Passaic ........ 
Paterson 
Plainfield 
Trenton 
New Mexico— 
Albuquerque 


New York— 
Albany 
Auburn 
Binghamton 
I Rae we we 
Mount Vernon 

Bronx 

Brooklyn 

Manhattan 

CPROCMH ..cccccs 

Richmond 

New York City (all 

Soros) 


Niagara Falls 
Schenectady 

Syracuse 
Troy 
Co) ra - 
Watertown 
Yonkers 


North Carolina— 
Asheville 
Charlotte 


May, 1928 
No. of 


Permits Valuation 


az 62,900 
75 317,600 
1S 27,200 
46 74,200 
27 61,200 
24 66,800 
6Y 35,100 
79 160,600 
124 318,400 
61 72,900 
SS 100,900 
251 393,600 
11s 169,600 
110 261,600 
186 471,300 
62 187,800 
226 596,900 
82 105,100 
280 226.700 


11,405,400 


920) 1,875,900 
6589 645,400 
180 200,200 
213 194,800 
140 343,300 
344 1,069,800 
194 236,400 
383 1,062,700 
843 2,117,300 
729 1.080.600 
220 285.000 
290 2,241,800 
87 77,400 
1,193 3,425,900 
36 81.100 
107 627,100 
35 649,000 
159 117,200 
eb 249.700 
109 515.800 
18 549.800 
120 586.100 
2S) 11.800 
145 971.900 
£05) 2 192.000 
52 141.600 
169 371.500 
2eo 302.700 
X8 476,100 
106 796,600 
77 188,600 
H65 3,192,900 


$5, 94. 800 


p13 $14,500 
761 1.395.900 
103 1.721.000 
9435 18,220,000 
2,015 17,633,100 
640 30,873.400 
2.156 18,004,100 
12% 1,653,600 
6,582 86,384,200 
263 27.900 
16% 290,900 
os 1,630,700 
105 64,800 
110 193,400 
91 49.800 
211 3.010.800 
101 287,800 
116 590,100 
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May, 1927 
No. of 


Permits Valuation 


DY 181,900 
46 340,500 
55 117,900 
46 139,100 
62 276,700 
17 105,900 
102 90,200 
57 299,600 
11s 610,300 
107 137,100 
YS 79,300 
226 457,900 
86 226,500 
97 59,300 
LS9 1,145,400 
$5 110,400 
249 777,800 


44 600,000 
214 88,900 
3,026 12,379,400 
1,189 2,405,200 
717 1,112,500 
166 250,000 
183 603,000 
120 1,284,200 
215 465,400 
168 339,500 
297 275,600 
782 3,287,800 
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220 $45,100 
633 1,687,000 
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12 9.200 
114 442,500 
116 555,000 
142 143,800 
176 1,048,700 

25 287.700 
10g 1,033,000 
126 533,900 
171 1,042,900 

17 241,800 
195 1.171.700 
bos 5,567,000 

(2 260,900 
107 515,800 
276 532,500 

75 257.500 
166 400,000 

64 82.000 
676 1,538,100 


20 520,300 


414 834,300 
774 2,730,200 


i 


i7 2.264,400 
18,867,600 


2,47 19,624,800 
460 14,690,900 
2,517 17,126,800 
251 952.900 
1.164 71,263,000 
139 409.800 
139 $53,200 
$28 1,446,700 
107 575,300 
57 191,000 
95 79,500 
215 3.672.400 
106 317,900 
95 316,700 
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Durham 
Greensboro 
Wilmington 
Winston-Salem 
North Dakota— 
Fargo 
Grand Forks 
Ohio— 
Akron 
(‘anton 
Cincinnati 
Cleveland 
Columbus 
ES oi aria ae 
Hamilton 
Sandusky 
Springfield 
EE oko. wh é eH 
Youngstown 
Oklahoma— 
Muskogee 
Oklahoma 
EY 44 ne kw 6 ew eee 
Oregzon— 
Portland 
Penns ylvania— 
Allentown 
Altoona 
Bethlehem 
Kaston 
RS tah, erie ee tees etal 
Harrisburg 
Johnstown 
Lancaster 
Philadelphia 
Pittsburgh 
Reading 
Wilkes-Barre 
I te re a 
Rhode Island— 
Providence 
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South Carolina— 
(Charleston 
Columbia 
LST OOMBVERSO scecewcse 

South Dakota— 
ge ee 

Tennessee— 
(thattanooga 
Knoxville 
Memphis 
Nashville 

Texas— 


ei stow fo 2 oF i 


Beaumont 
Dallas 
El Paso 
Fork 


Antonio 
Utah— 
FR, A eae eee 
Salt Lake C 

Virginia— 
EE a ean 
Richmond 
Roanoke 


San 


es @ 2 4.9.6.9 


Washington— 
Kverett 
Seattle 
Spokane 
a an a a 

West Virginin— 
Huntington 
Wheeling 


OLRretertartray wt 
-e@ «86 62 6 6-84.36 6 


ee 6 we oe oe ee 


Sa @ es. 6 6.8 @ 


W isconsin— 
Kenosha 
RS Sith eld Ge 
Milwaukee 
Oshkosh 

ee ee ee 


Sheboygan 


W yoming— 
Cheyenne 


Total, 210 cities... 


May, 1928 
No. of 


Permits Valuation 
75 296,600 

117 350,700 

27 48,700 

203 579,000 

46 158,900 

30 541,500 

5SO 1,811,700 


184 390,200 
1,921 5,036,600 
1,222 4,424,300 

677 2,042,800 

208 2,759,000 

103 279,100 

33 57,200 

117 129,600 

722 1,337,700 

226 919,900 

21 93,500 

228 2,331,000 

362 1,274,900 

S75 2,940,900 

89 714,700 
192 266,800 
S1 246,500 
3 69,600 
236 399,400 
S2 294,600 
85 279,000 
99 192,000 

998 13,583,500 

S86 3,186,700 

259 396,200 

195 166,500 

109 253,100 

54 1,910,200 

61 68,400 
75 129,200 
53 125,700 
37 130.600 

256 793,400 

264 643,200 

D6 1,777,900 

329 574,900 

212 296,400 

378 579,600 

91 167,400 

357 774,500 

667 2,888,300 

368 2,937,000 

32 141,000 
96 260,900 

159 498,900 

211 482,700 

119 212,500 

155 65,800 

939 2,595,600 

246 1,013,900 

244 778,000 

Oe 67,800 

100 255,800 

111 285,500 

226 1,108,600 
1,025 4,084,900 

130 121,400 

137 669,000 

208 210,700 

30 122.200 


ee 


66,151 $317,832,900 


June 30, 1928 


May, 1927 


No. of 
Permits Valuation 
39 239,100 
102 386,800 
17 34,100 
154 614,400 
49 213,700 
24 256,900 
556 1,616,100 
211 304,200 
1,960 4,437,300 
1,371 4,494,600 
536 2,390,500 
314 774,500 
102 192,900 


59 65,900 


114 91,100 
744 1,357,000 
202 684,300 
27 39.900 
190 1,558,500 
261 1,294,200 
956 4,706,100 
S5 686,200 
185 286,600 
66 203,500 
41 91,300 
273 419,500 
S5 380,100 
83 337,400 
72 123,100 
1,079 12,506,400 
922 4,691,100 
242 373,100 
162 243,100 
40 189,200 
216 1,329,800 
40 37,900 
56 126,300 
43 133,100 
28 247,800 
278 281,700 
284 718,000 
225 489,000 
502 1.253.500 
192 340,700 
371 733,400 
61 63,500 
289 1,262,100 
517 1,993,300 
262 2,935,500 
39 80,000 
111 457,500 
173 834.200 
196 609,200 
102 992 600 
121 44,700 
935 2,659,600 
182 221,200 
223 420,600 
44 71,100 
23 968. 800 
160 753,800 
195 476,700 
1,011 5,637,000 
150 957,400 
191 447,600 
170 144,900 
27 58,700 
67,006 $304,125,900 
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No. 11—1 to 2’ Plain Stock No.11A—1 to 2’ Ratchet Stock 


These New Beavers Replace Our Old No. 25 and 26, 1 to 2” Self-Contained 
and Adjustable Beavers. They are a Revelation in Die Stock Construction. 











Light in Weight 


Many pounds lighter than our old Nos. 25 
and 26 Beavers—and as light as any 1 to 
2-inch die stocks on the market. 


Easy Working 


As easy working as any 1 to 2-1nch die stock 
on the market. 


Self-Contained 


No loose dies. 
No loose bushings. 


Adjustable 


Adjustable to under or over standard without 
affecting the length of thread. 


Simple in Construction 


Surprisingly so. The minimum number of 
parts. 


Durable 


Made of the very highest quality of materials 
to insure long life. 








Il 


> 
S 


Parts Interchangeable 


Repair parts guaranteed to fit. 


Low in Up-Keep Cost 


Due to simple construction, high quality of 
materials and interchangeable parts. 


Perfect Threads 


Perfect Threads on Any Kind of Prpe. 


Cuts Drip Threads and 
Short Nipples 


The improved work holder makes this possible. 


Low in Price 
Ask your jobber for Folder No. 32, which 


gives prices—or write us direct. You'll be 
surprised at the low price. 


Seld by all leading Supply Houses 
Write us for Liberal Trial Offer 
THE BORDEN COMPANY 


Warren, Ohio 
New York Office: s@¢ Church &t, 
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-An Announcement of Particular Interest 
| : 





Use this new Wolff 
Salesman in making 
Health Examina- 
tions of your custom- 
ers’ buildings. 





THE NEW WOLFF GENERAL CATALOGUE 
NOW READY FOR YOU 


In the preparation of the new WOLFF GEN- 
ERAL CATALOGUE “G” we have considered 
the needs of the plumber and architect who 
appreciate quality. 

This Catalogue has been carefully compiled 
with attractive drawings and concise descriptions 
for easy reference. It covers the complete line 
of WOLFF SUPERIOR PLUMBING for every 
purpose. 








We are sure that you 
will find the new 
WOLFF GENERAL 
CATALOGUE “G” 
a valuable aid in sell- 


ing your customers. 


Write for a copy at 


once. 




















“Specify Wolff 


Satisfaction” 


WOLFF CO. 


“SUPERIOR 
PLUMBING FIXTURES” sell it. 


CHICAGO 


In it will be found complete information 
concerning 
WOLFF “DURO” WHITE ENAMEL 
WOLFF “ACID-TEST” ENAMEL ~™ 
WOLFF “RAINBOW” COLORED ENAMEL 
WOLFF “DURO” PLUMBERS BRASS 


WOLFF “DURO-WARE” VITREOUS 
CHINA and SOLID PORCELAIN WARE 








The party who 
sells something 
different is the 
one who at- 
tracts particu- 
lar customers 
and particular customers are 
more willing to pay -a fair 
price. Your job is pick. some- 
thing different to sell and then 
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DORIS McDUFFEE 
Who won the ‘‘Batha Day”’ essay Contest 








4,000 Memphis School Children Participate in 
“Bath a Day” Essay Contest 


first morning session was the presentation of prizes 

to those of the 4,000 or more grammar and high 
school students who excelled in the preparation of essays 
based on “‘The Story of the Bath,’’ supplied by the national 
association for distribution among school children. This 
part of the program was conducted by Robert MacCarten, 
Memphis branch manager of the Standard Sanitary Mfg. 
Co. and chairman of the judges’ committee, immediately 
after James L. Evans, plumbing instructor in the Voca- 
tional Training school of the convention city and chairman 
of the essay contest committee, had rendered an account 
of the procedure and the striking results that were the 
outcome. 

Seven of the schools whose pupils participated were 
awarded large American flags in recognition of the fact 
that 100 per cent of the eligible students presented com- 
positions, and eight gold prizes were distributed among 
pupils. Those receiving awards were Miss Doris McDuffee, 
Tech High School, first, $30.00; Walroup Brown, Junior 
Bellevue High School, second, $25.00; Miss Miriam Till, 
also Bellevue High, third, $15.00; and Lightfoot Dodge, 
Snowden Junior High, fourth, $10.00. Chosen as out- 
standing compositions from grammar school students were 
those of Jack Coombs, Lauderdale, first, $25.00; Ethel 
Sleapian, Merrill, second, $20.00; Esther Hugenot, Maury, 
third, $15.00; and Vernon Grizzard, Idlewild, fourth, 
$10.00. 

Miss McDuffee was called on to read her discussion, the 
title of which was “Sanitation and Health.” Her efforts 
were warmly applauded. Mr. MacCarten, in speaking of 
the essays collectively, said that they were surprisingly 


To feature that preceded the adjournment of the 
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well done both as to phraseology and assembled facts. 
He also said that Miss McDuffee had, in a number of places, 
illustrated her theme with cuts from various catalogs of 
manufacturers of plumbing material. 

Mr. MacCarten was aided in the task of going over the 
submitted compositions and conferring the prizes by Dr. 
S. L. Wadley, Memphis Board of Health; George Morris, 
editor of the Commercial Appeal, Memphis daily news- 
paper, and the latter’s secretary, Miss Mary Hill. On the 
committee, headed by Mr. Evans, were George T. Heisler 
and D. L. Simpson. 

So gratifying were the results of this essay contest that 
the committee supervising it recommenged in its report 
that a similar contest be held annually in the future under 
the auspices of the national body in all convention cities 
for the purpose of disseminating the message of sanitary 
plumbing among the youth of these cities, as well as in the 
interest of the plumbing industry generally. This sug- 
gestion received the sanction of the assembled body. 


“SANITATION AND HEALTH" 
National Association of Master Plumbers’ Contest 
Submitted by Doris McDuffee, Tech High School. 
EFORE we discuss sanitation and health let us clearly 
B understand the meaning of both words. Sanitation, 
according to Webster, is the adoption of sanitary measures 
for the health of a community. Health is a sound state 
of body and mind. We can readily see how closely asso- 
ciated the two words are, for health without sanitation is 
impossible—and what person does not want to be healthy? 
It is a state of being that money cannot buy. 
Sanitation, as I have said, is the adoption of sanitary 


+? 
J 


e - 
Bt: i 


> _ 
‘-« 7" * 
m - - ——— ed «<benes ares ae ee amend wae + 





. ? = ~ - _= 
‘ : @ i 7 
/ 3 . ‘ 
ey ae Ee oe eee eee eee eee 
. o * 
ae <0 ahs seosonte ae ne a = ee 


88 DOMESTIC ENGINEERING June 30, 1928 


BRANFORD UNIONS 
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Branford Junior 
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measures for the health of an individual of a group of in- 
dividuals. In the home we should have rules and regula- 
tions for the safeguard of the health of each member of 
the family. A community is the working out of this plan 
on a larger scale. Each person should pay special atten- 
tion to personal cleanliness. A disease germ thrives on 
neglect and filth. 

The environment determines to a large extent the char- 
acter. A child brought up in a clean, sanitary home, 
with someone to see that he keeps himself physically 
clean, does not stoop to do the dirty mean things in early 
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holds the health of the nation in his hand.’’ Do you spend 
as much thought in selecting your plumber as you do your 
doctor? Dod you have a yearly examination by your doc- 
tor? To avoid sickness it should be done. Do you have 
a health examination made of your home by the plumber 
to be sure no germs are being harbored ready to be 
picked up in your bathroom or around your sink? 

Health depends on sanitation, sanitation depends on 
our sanitary engineers, and our sanitary engineers de- 
pend on you and me for the carrying out of their plans. 

Are you doing your part? 


life that lead to a criminal career. Examine and question The plumber stands ready to advise and help you. 
the inmates of our penal institutions and you will find 
that nine out of ten grew up in insanitary homes and 
neighborhoods. Unclean thoughts and deeds, like disease 
germs, thrive in unclean surroundings. 

The city spends thousands of dollars monthly for the 
upkeep and extension of city sewers, water mains, sani- 
tary inspectors and others looking after the health and 
welfare of our citizens, and you should do your part to 
protect yourself and your neighbor. 

The sanitary engineers are men paid to plan for and 
take care of the sanitation of our city. These men are 
doing a wonderful work and every citizen should co-oper- 
ate with them and, helping them, he will be helping him- 
self. 

In your home the plumbing is of utmost importance. 
Plumbing is so closely associated with cleanliness in the 
home that they are almost synonymous. 

The plumbing equipment in the home is installed ac- 
cording to city ordinances adopted by sanitary engineers. 
The sink in the kitchen must be inspected and passed, the 
toilet, the most essential fixture in the house, must be 
installed correctly or it becomes the most insanitary fix- 
ture in the house. It has been truly said, ‘‘The plumber | 




















LOUISIANA—MISSISSIPPI 
Mr. and Mrs. J. L. Gunn of Jackson, Miss.:; 
FF. T. Rea of Gulfport, Miss.; H. L. Schwan of Biloxi, 


Top row: 


Miss. Bottom row: A. H. Grimaldi of New Orleans; 
M. J. Phelan and J. P. Serio, both of Natchez; L. J. 
Petrie of New Orleans 


























BETTER BRASS FITTIN GS | 


ahh i fhe the he hele OM 


If it means anything to you to know that 
the fittings you use are absolutely 
RIGHT from every standpoint — then, 
you want Jenkins Brass Fittings. 


Every one of them is tested SEPARATELY 
UNDER WATER before it is offered 


for sale. 
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See Your Jobber. 
JENKINS MANUFACTURING CO. 


BLOOMFIELD 2: zt NEW JERSEY 
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FUvenl eas S. 
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MAY BE RE-PACKED 
UNDER PRESSURE 
When fully opened, this 
valve may be repacked 
under pressure, an advan- 
tage well worth con- 
sidering. 















NUTS MADE OF 
MALLEABLE IRON 


Nuts made of malleable 
iron are easily removed 














ENGINEERING 


HIS Capital valve is a real 

quality proposition for higher 
pressure jobs up to 150 lbs. Brass 
parts are made of a special high 
grade bronze mixture and the 
heavily constructed walls will with- 
stand the higher pressure for which 
thesevalves are recommended with 
a very liberal safety allowance. 
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and not subject to damage 
by wrench. 






Capital products have been rec- 
ognized, for years, as a standard of 
values yet our entire organization 
is continually striving that we may 
ever enjoy the fine reputation 
gained through the years gone by. 








REMOVABLE DISC. 


Install this valve where 
quick disc removal is de- 
sired—disc can be removed 
in a few moments with no 
other tools than a wrench. 










Ask your wholesaler to 
show you Capital valves 










’ GLOBE OR ANGLE i 





Renewable Dise 
Angle Valve 
No. 164 


Renewable Disc 
Globe Valve 
No. 154 
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CAPITOL BRASS WORKS 


DIVISION OF MICHIGAN SMELTING & REFINING COMPANY 4 
MANUFACTURERS OF BRASS VALVES, BOILER TRIMMINGS AND PLUMBERS’ BRASS GOODS 


==DETROIT, MICH 
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What the Vogel Line 


Means-to You 


s ~ Q NM a 


Handling the complete VOGEL, 
Liné means more to you than just 
having merchandise in-your place. 
VOGEL Frost Proof Products-are 
in demand every year ALLyear 
because they really fill a necessary 
place in_-your customers’ “needs: 
Then, again, VOGEL, reputation 
earned over a period.of many years 
of constant efficrent, “service, is 
maintained at alk times so 
that every .buyer.at once be- 
comes a booster. You have no 
expensive free service repair calls 
to..make because VOGEL. Prod- 
ucts*on the job never have to 
be given a thought:,They stand 
up no matter how hard the 
task, 


JOSEPH. A. 


Wilmington, Del. 


OGE FROST 


: ‘PATENTED 
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Am Unlimited Field 
 for-Sales=— 


No matter whether you want to 
sell the VOGEL Frost Proof Closet 
or Hydrant.or the YOGEE NUM- 
BER TEN’ Seat Action -Closet, 
there is an unlimited field in which 
you May work. Garages™Schools 
~— Factories — Service Stations — 
Road Houses—Summer-Camps— 
Restaurants ~~’ Hortnes —— Outing 
and Golf-Clubs and hundreds of 
other places,;.all .are.in need of © 
VQGEL Frost Proof Closets 
or VOGEL Frost, Proof..Hydrants. 
Show thes¢prospects how VOGEL 
will save.them money and-trouble: 
Show them how they may havea 
great’deal more convenience-.and 
your ‘WQGEL sales will mount 
steadily higher and higher. 


VOGEL Co. 


St.Louis, Mo. 





PROOF 


PRODUCTS 
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Auxiliary Holds ‘Tenth a 
Annual Convention ie 


Ladtes Re-elect Mrs. Hornbrook 


as National President 


iary to the National Association of Master Plumbers 

was held in the Italian Room of the Peabody Hotel 
in Memphis on June 19 and 21, holding only two regular 
business sessions. The convention this year was featured 
by a number of talks by prominent men and women in 
the industry, and was one to which the ladies in attend- 
ance will look back pleasurably for a long time. 

Mrs. E. D. Hornbrook of Kansas City, Mo., was re- 
elected president of the auxiliary, and will be assisted in 
her year’s work by the following officers: Mrs. J. A. 
Diggle of Indianapolis, Ind., first vice president; Mrs. W. 
E. McAndrew of Tampa, Fla., second vice president; Mrs. 
H. O. Green of Tulsa, Okla., third vice president; Mrs. 
Fred Hacker of Kansas City, Mo., corresponding secre- 
tary; Mrs. Foster Fanning of Winter Park, Fla., record- 
ing secretary; Mrs. John Kelly of Chattanooga, Tenn., 
treasurer; Mrs. A. W. Marks of St. Louis, Mo., historian. 

The meeting was called to order by National President 
E. D. Hornbrook, who opened the meeting with prayer. 
Mrs. Hornbrook welcomed all the delegates to the conven- 
tion and Mrs. E. L. Klenk of Memphis responded. Mrs. 
George Hicks of Philadelphia told of what the ladies in 
Philadelphia were doing and how they were all co-op- 
erating with the Plumbing and Heating Development 
League in that city. Mrs. Hornbrook then called on Jere 
Sheehan, Jr., vice president of the national association. 
Mr. Sheehan brought greetings from the national associa- 
tion and complimented the ladies for the large attendance 
and for the help and inspiration they have been, not only 
to their husbands in the plumbing business, but also to 
the national association and to the industry as a whole. 


Ts E tenth annual convention of the Women’s Auxil- 




















| Top row: Mrs. George H. McGhan, Jr., president of 
the Tampa (Fila.) auxiliary; Mrs. 0. Waskow, vice 
president, Milwaukee (Wis.) auxiliary; Mrs. F. R. 
Fanning, Winter Park, Flia., past president Florida 
auxiliary; Mrs. John Orth, Lafayette, Ind., president of 
the Indiana auxiliary; Mrs. H. T. Strenger of Lake 
Forest, Ill. Bottom row: Mrs. J. Savadil, Mrs. J. Brah, 
Mrs. O. Kubn and Mrs, G. Soergel, all of Milwaukee, 
Wis.; Mrs.-C. L. Moran, Highland Park, Hl. 
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Mrs. E. D. Hornbrook 




















He said they have been in a great many cases the ways 
and means of keeping the association together, and he 
also spoke briefly of the scholarship fund and the work 
the auxiliary was doing along these lines. 

Mrs. Hornbrook also introduced National Director 
Francis C. Dorsey of Baltimore, Md., who told of how the 
ladies were always willing to help. He said that while 
the auxiliary was not as strong as it should be, he was 
going to do his best to form one in Maryland upon his 
return. He suggested that the auxiliary should not 
affiliate with any other organization, as in doing so it 
might lose its purpose, and said that the ladies’ auxiliary 
should exist only to help the master plumbers and the 
plumbing and heating industry, and to follow out the 
slogan, “‘They Builded Better Than They Knew.” 

Mrs. J. L. Evans of Memphis, said a few greeting words 
and outlined briefly the program of entertainment for the 
ladies. Mrs. Albert P. Taylor, President of the W. C. 
T. U., was introduced and spoke of the youth of the nation 
and how splendid it was to see a ladies’ auxiliary, and to 
know a scholarship was formed for all boys in the indus- 
try to try to win. President Hornbrook introduced S. E. 
Dibble, professor of plumbing, heating and ventilating at 
Carnegie who outlined and told of the scholarship at 
Carnegie, and of how the work was laid out. He urged 
all the ladies who had sons eligible to try to have them 
win scholarships and said that those now in college were 
all showing very good reports. 

Past National President James S. Cassedy of Boston 
told of the original idea of a scholarship back in 1914 and 
told of its progress up to the present time. He also told 
of the contributions of the auxiliary toward the scholar- 
ship fund, but said that more co-operation was needed and 
less criticism. ‘‘Any just criticisms and helps you may 
have to offer will be welcomed, and as long as the auxili- 
ary is willing to be loyal and helpful and useful, we can, 
and are willing to, go along with you, but when you 
change from that policy we can no longer help,” he said. 
Mr. Cassedy then read a report and said that $102,305 
was now in the fund, and if this could. be raised to 
$135,000, this amount would be sufficient. 

Miss Ida M. Anderson of the Plumbing and ‘Heating In- 
dustries’ Bureau ‘gave a few remarks of welcome and 
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GENUINE MUELLER PIPE 

















: 
, ft) 








Mr. Pipe N. Fittings 
has no family quarrels 


There are no unruly members in Mr. Pipe N. Fittings’ household. 
He is a good tempered gentleman and gets on exceptionally well 
with his own family. 





Each piece of Mueller brass pipe is made to fit perfectly any Mueller 
fitting. There are no patched joints or leaky connections in the 
finished job. The complete service offers the best installation it 
is possible to make. 


No divided responsibility when Genuine Mueller brass pipe and 
brass fittings are used. Materials for the entire installation are 
manufactured by Mueller. Uniform quality is secured together 
with fixed responsibility. , 


Send for Mueller Pipe and Fittings Catalogue 





PORT HURON ae MICHIGAN 
THREE GENERATIONS OF BRASS MAKING 


BRASS PIPE AND FITTINGS 
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Boiler of 

extra Snap 

heavy acting 

weight thermostat 

copper 

bearing 

steel ee 
Instan- 
taneous 
heating 
element 
made of 
Dunite 
metal 








Strongest Snap 
known acting 
boiler Automatic 
seams ety 
shut-off 


FINISHED IN GENUINE DUCO 


Eleven Dollars 
Less 


‘My gas bill now $11.00 month less 
since installing Star Dee”—C. B. Dur- 
ham, Indianapolis, Indiana. 


That statement, by a Star Dee Water 
Heater user speaks worlds for the 
efhciency of the heater. It proves that 
the Star Dee is everything we claim for 
it—that it incorporates the very finest 
and latest heating principles. 


It means that there is no liming, 
clogging or fouling in the burner, no 
wasted fuel going through unneces- 
sary passages. 


It means that the Star Dee Water 
Heater is right and that it will serve 
efhciently and economically on all jobs. 


Your wholesaler will give you 
full information or write to us 


Manufactured and Guaranteed by 


STAR-DEE WATER HEATER CORP. 
2013 Twelfth St. + Detroit, Michigan 
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hoped to meet all the ladies present and to discuss their 
problems. 

John J. Vogelpohl, past national president, told of the 
progress in plumbing and heating, and all that had been 
accomplished in the past few years. He spoke of how the 
auxiliary had been a help and an influence, and told of 
the scholarship work it had accomplished. 

The Thursday meeting was opened with President 
Hornbrook in the chair. She called upon Mrs. R. J. Reid, 
national chaplain, for an invocation, after which Presi- 
dent Hornbrook introduced Russell G. Creviston, manager 
of the Plumbing and Heating Industries’ Bureau, who 
outlined the bureau’s work briefly and told of the work 
Miss Anderson was doing in the field in regard to meet- 
ings of other ladies’ auxiliaries and clubs. He asked the 
auxiliary to consider a committee of from three to five 
members to meet Miss Anderson and work out a plan of 
activity that would be a benefit to both the auxiliary and 
the bureau, and to think over problems and fit them in 
with the plans. He said, ‘““‘We must know the condition 
of the market—what to buy and when to buy. We talk 
about health and make it a keynote to sell and an asset 
to the nation. But after all, is the public interested in 
health, or is it something that only interests them if 
they are sick or buy a bath tub because they want con- 
venience, comfort and pride, which places health in fourth 
place. You ladies in your towns can make up and work 
out a questionnaire to see if it is true that plumbing is 
bought because of a health measure or if through con- 
venience, comfort or pride. We then can base our appeal, 
as approach is an important factor, for if we try to sell a 
bathtub because of health appeal and the people are in- 
terested only in pride, or convenience, we must find out 
just what the keynote is through market research, and 
you ladies can help us find these conditions. 

“You, through your auxiliaries, can mould the men to- 














Top row: Miss Marie Quinn, Mrs. Edward Quinn, Mrs. 
Charles Quinn and Miss Evelyn Quinn, all of St. Louis, 
Mo. Middle row: Mrs. J. J. McCue and Miss Mae Mc- 
Cue of St. Louis, Mo.; Mrs. John Karges and Mrs. W. 
(. Knox, state auxiliary president, both of Kansas 
City, Mo. Bottom row: Miss E. Dummer, Miss Clara 
Nelesen, Miss E. Braunel and Miss V. Braunel, all of 
Manitowoe, Wis. 
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3 men 


sit at a bench 


In the Speakman plant three highly-skilled 
inspectors sit ata bench testing everySpeakman 
valve body. Water under heavy pressure is 
forced through the body. A tiny leak, so small 
as to be almost invisible to the naked eye, is 


cause for rejection of the part. 





That is one reason why Speakman Hi-Seat 
valves are so absolutely trouble-free. You 
can trust them back of the wall. They never 
leak. They give perfect service for years and 


years and years. 


And because every part is easily renewable 
and easy to get at you never need to disturb 
the wall. Install them and you'll keep your 


customers happy. 


SPEAKMAN COMPANY 


Wilmington, Delaware 


SPEAKMAN 


Showers and Fixtures 
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A PLUMBING AND HEATING PIPE 
WELDING AND CUTTING OUTFIT 





This is the Airco-Davis-Bournonville Style 8800 
Welding Torch with cutting attachment that 
we displayed to hundreds of plumbing and heat- 
ing contractors at the Convention at Memphis. 


AIR REDUCTION 


At the Airco Booth was demonstrated the effici- 
ency of this tool for fabricating and welding 
pipes in buildings. If you failed to see this outfit 
at Memphis, write and let us tell you about it. 


SALES COMPANY 





Manufacturers and distributors of Airco Oxygen, Airco Acetylene, Airco National Carbice 
Airco - Davis - Bournonville Welding and Cutting Apparatus and Welding Supplies 


Baltimore Cleveland 
Birmingham Dayton 

Boston Detroit 

Buffalo Emeryville, Calif. 
Charlotte, N.C. Jersey City 


Chicago 


65 Plants 





Home Office — 342 Madison Avenue, New York City, N. Y. 


Los Angeles Pittsburgh 
Milwaukee Richmond 
Minneapolis Seattle 
Oklahoma City St. Louis 
Philadelphia Wheeling 





21 District Offices | 
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gether to forget petty jealousies, to make them realize 
that only through good fellowship, co-operation and love 
tor their fellow worker will they get ahead,’ he con- 
tinued. ‘‘Competition exists not only between ourselves, 
but it’s in all business.’’ He wound up by complimenting 
the ladies for the good they had accomplished. 

Following Mr. Creviston’s talk, a _ resolution was 
adopted to appoint a committee of 5 to meet Miss Ander- 
son and work out a plan for the assistance of both the 
bureau and the auxiliary. é 

David Anderson of Drexel Hill, Pa., vice president of 
the Pennsylvania state association, complimented the 
ladies on what they had done, and told of the recent 
forming of a ladies auxiliary in the Philadelphia Subur- 
ban Association. 

Mrs. W. E. McAndrew, third national vice president 
from Tampa, Fla., read last year’s report, and Mrs. Fred 
Hacker, corresponding secretary, read her report. Both 
reports were accepted, and Mrs. John Kelly of Chatta- 
nooga, Tenn., called on the various delegates to report on 
their auxiliaries. 

The following auxiliaries were added during the past 
year, according to an announcement: Norfolk, Va.; Phil- 
adelphia Suburban; Eau Claire, Wis.; Roanoke, Va.; Mo- 
line and Rock Island, Ill.; Winter Haven, Fla.; Amarillo, 
Tex.; Daytona Beach, Fla.; Wisconsin Valley, Wis. There 
were no withdrawals. 

Miss Ida M. Anderson, woman’s representative of the 
bureau, told of the advertising campaign and stressed the 
slogan of ‘‘Make a Health Examination of Your Home.”’ 
She told the ladies what a wonderful help they could be 
to the bureau and their husbands in carrying this mes- 
Sage to each and every housewife, and how this advertis- 
ing campaign was a big boost for the industry. She urged 
the ladies to see that their husbands cashed in on it. She 
told how she had made a study of conditions in schools 
and factories and how the auxiliary could be of service in 
correcting a lot of bad conditions that still exist. She 
told of the help they could get from the Parent-Teachers’ 
associations and of the great work those organizations 
were doing along sanitary lines. 

She urged the ladies to study their local conditions 
regarding wash rooms, toilets, lavatories, etc., of the 
numerous baby shows and clinics. 











Top row: Mrs. F. C. Dorsey of Baltimore, Md.; Mrs. 
F. W. Quinter of Washington, D. C.; Mrs. Jacob Soffel 
of Pittsburgh, Pa. Bottom row: Mrs. E. M. Ellis, 
master plumberess of Detroit, Mich.; Mrs. W. B. Oakes 
of Wilmington, Calif., and Mrs. J. H. Ross of Kansas 
City, Mo.; Mrs. W. R. Threlifall of Wichita, Kans. 
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New Profits 
in This Modern-Day 
Water Heater 
Electricity is doing the 
work of the world and the 
Wessels Electric Water Heat- 
er is right in line with modern 

developments. 


Sell the new things in your 
line, the practical up to date 





electric water heating equip- 
ment, and get your share of 
new profits. 


Four different styles and 
capacities, to meet every re- 
quirement. Clean, con- 
venient, dependable,—abso- 
lutely free from dirt. 








Order through your jobber. 


D. D. WESSELS & SONS CO. 
Detroit, Michigan 
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SIMPLIFIED VAPOR HEAT 











FULL SIZE NIPPLE. 





NOT LESS 
THAN ZO INCHES 
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THREE Hutchison appliances shown above, with a Hutchison cal: 
brated Valve and Union Ell on each radiator, are all the special 
fittings required to install a highly satisfactory economical system of 
Vapor Heating. 


‘‘The Hutchison Fitter’’ tells how. 


Hutchison Regulator 


Sales Corporation 
12 Lispenard Street New York 
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‘Tennessee 
Holds Thirtieth 
Convention 


W. D. Swaim of Chattanooga 
Elected New President 


HE thirtieth annual convention of the Associated 
jr Plumbers of Tennessee was held June 18 in 
the Peabody Hotel, Memphis, with President W. A. Bur- 
meister of Memphis in the chair. He introduced Mrs. 
E. D. Hornbrook, president of the National Auxiliary, who 
brought greetings from the auxiliary and told of how the 
ladies were making rapid strides, and were at all times a 
help and inspiration to the master plumbers. She said 
they were always building and educating so as to be help- 
ful, and outlined briefly the scholarship program of the 
auxiliary. 

President Burmeister appointed the following commit- 
tees: Credential, C. Biddle of Johnson City, J. L. Peebles 
of Memphis and R. Kennedy of Nashville; James Conroy 
of Memphis, sergeant-at-arms; resolutions, J. C. Knoedler 
of Chattanooga, R. H. McGinn of Knoxville, W. A. Roach 
of Nashville, C. O. Biddle, Johnson City and John Cuneo 
of Chattanooga. These committees reported progress, as 



































TENNESSEE 
Top row: Mr. and Mrs. George G. Jones of Chatta- 
nooga; N. H. Grewar of Nashville and R. A. Payne of 
Chattanooga. Middle row: T. J. Craven of Memphis; 
John C. Knoedler and Samuel Raider, both of Chatta- 
neoga; W. J. Ludeke of Memphis. Bottom row: M. M. 
Allen of Jackson; F. C. Wilson, D. N. McCleery and 
W. T. Sorrella, all of Memphis 






































TENNESSEE 
Top picture: W. D. Swaim of Chattanooga, state 
president. Middle row: P. Bishopberger, W. V. Ken- 
nedy, E. Grewar, J. M. Gallagher, R. L. Farrar, 
secretary, F. H. Grewar and W. A. Roache, president, 
all of the Nashville association. Bottom row: F. 
Hauser and R. H. McGinn, both of Knoxville; J. B. 
Allen, Jr., of Chattanooga; C. R. White of Knoxville; 
J. L. Peebles, E. McGowan, J. B. Allen and L. Tisdale, 

all of Memphis 




















the resolutions adopted last year were the only ones 
brought up. Men from various parts of the state re- 
ported as to conditions in their cities, and discussed asso- 
ciation and business problems as they affect the master 
plumber. 

William G. Bergner, secretary of the Plumbing and 
Heating Industries’ Bureau outlined the bureau’s work 
briefly, and told of the survey that the bureau had made 
of the state, and what work could be done. He urged the 
members to make a study of their business, to build it 
up, to advertise, and to understand their fellow members 
better. He also urged them to co-operate for the advance- 
met of the industry, to be students of their business say- 
ing, that a new era is opening and everyone should cash in 
on it. He told of the national slogan and urged the men to 
use it more freely, saying that it was a standard to go by. 
He went on to suggest that they tell the public what it 
stands for, as the master plumbers are the men to see 
that the slogan is carried out, and to strengthen their posi- 
tion as the logical outlet for plumbing and heating sup- 
plies. President Burmeister replied to Mr. Bergner, and 
thanked him and the bureau. He said he hoped in the 
years to come that all would see the bureau as a real help 
and service to their industry and would co-operate and 
help at all times. 

The legislative committee reported that all were work- 
ing for a state code and also to see that real codes are es- 
tablished in all counties. The auditing committee’s re- 
port was read, and accepted. 

The election of officers resulted as follows: President, 
W. D. Swaim of Chattanooga; vice president, C. R. White 
of Knoxville; treasurer, J. L. Evans of Memphis. The 
secretary is to be appointed by the board of directors. 
The board and the next place of meeting is to be decided 
later. 
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a BE HE plumbing and heating industry is well represented in Erie by a 





number of manufacturers in the field. Outstanding among the prod- 


ucts used in the industry and manufactured in Erie are those listed below 


Boiler flue blowers 
Jolts 

Brackets 
Bushings 
Cellar Drainers 
Cesspools 
Clamps 
Cleanouts 
Closet fittings 
Cocks 
Connections 


Joints 

ICerosene heaters 
Keys 

Laundry Stoves 
laundry trays 
Melting equipment 
Nipples 

Nipple holders 
Nozzles 

Oil Burners 





Coolers 
Couplings 
Covers 
Drains 
Drills 
Elbows 
Faucets 
Ferrules 





Fittings 

Filtering stones 
l'langes 

Floor and ceiling plates 
Gas and air mixers 
(as burners 
Gaskets 

Gas ranges 

(sas water heaters 
(Gauges 

Hoppers 

Hubs 

Hydrants 





One 





of 


the Great Lakes’ largest freighters unloading cargo of limestone 


Pipe cutters 
Pipe cutter wheels 


Pipe cutting and threading machines 
Pipe cutting and threading oil 


Pipe hangers 

Pipe straps 

Pipe threading dies 
Plugs 

Radiators 

Range boiler stands 
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Reamers 

Refrigerator pans 

Rods 

Rollers and pins 

Septic tanks 

Service boxes 

Sewer grates 

Sewer thimbles 

Slop sinks 

Spigots 

Steam gauge siphons 

Stocks and dies 

Stops 

Strainers 

Supply and waste 
fixtures 

Tapping machines 

Taps 

‘Tees 

Tongs 

‘Tools 

‘Traps 

Unions 

Valves 

Vises 

Washers 

Water columns 

Water filters 

Water softeners 

Water supply 
systems 

Wrenches 
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SHALLOW WELL SYSTEM 


at ‘69 50 


F.0.B. ERIE 
Capacity 210 Gallons Per Hour 









Shipping Weight 
135 Lbs. 


IN DESIGN—CON- 
STRUCTION—RUG- 
GEDNESS—EASE OF 
ACCESSIBILITY TO 
ALL PARTS—QUIET- 
NESS WHILE OP- 
ERATING AND VALUE 
FOR THE DOLLAR 
INVESTED— 


A COMBINATION OF FEATURES OTHER SIZES IT HAS NO 





TN NTI YT) A-25—250 gallons per hour $ 77.00 
ee ee A-30—300 ale “i hour 85.00 EQUAL 
U N T F BB O W A ¥ E A-40—400 gallons per hour’ 110.00 
A-50—500 gallons per hour 130.00 In Its Price Class 
Slow Speed 
V Type Belt YOU 
Visible Oil Level P " 
Uniflow Patented Water Box Should Know More About the Uniflow Line 
Unifiow Patented Oiling Send for complete catalog and new price list today and see 
System how you can make more money for yourself and also give your 


customers QUALITY AT A PRICE that will get the business. 


All Uniflow Products Sold on a Money Back Guarantee 


THE UNIFLOW MANUFACTURING COMPANY © :: Erie, Penna. 



































| THE UNIFLOW MFG. CO. 
: Erie, Penna. 
Send catalog to 
Name 
' Address 
' 
Ly} City 
' 
State 
Se AT eT SORT ERT 
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ERIE—the city 


ITUATED on the southern shore of Lake Erie, Erie, 
ss Pa., is one of the smaller cities in the country which 
lead in industrial development. From a city of 60,000 
in 1908, Erie has grown until it now has over 125,000 
population, and contains over 550 industrial plants in 
operation. The increasing number of industries has given 








the city a ranking of third place in diversity of industries | 


in the United States. 
Erie was laid out in 1795 by General Andrew Ellicott, 


the first surveyor-general of the United States. Since | 
that time the city has enjoyed a steady growth, and has 


now taken its place as one of the important industrial 
cities of the country. 


Five reasons have been given as to why Erie is ad- | 
vantageous to industry. These five are: Big, rich markets | 


within overnight reach; short freight hauls—main line 
service to buyers; basic raw materials within easy reach; 
steady, intelligent workers; cheap power, water and fuel. 


A ecirele drawn with a 400-mile radius from Erie in- 


cludes 43 per cent of the nation’s population, all within 
an overnight ride of that city. Erie is served by four 
railroads, the New York Central, the Pennsylvania, the 
Nickel Plate and the Bessemer, offering excellent ship- 
ping facilities for manufacturers. Besides the railroads, 
Erie is the only lake port in Pennsylvania, and materials 
are shipped from the port of Erie to every city situated 
on the Great Lakes. 

Erie is but a short distance from Pittsburgh, making a 
steady supply of iron and steel always available to man- 
ufacturers. The railroads and lake also make other raw 
materials accessible from all parts of the country. The 
fact that Erie has 26,000 homes, a great part of which 











A four-hundred mile radius from Erie includes many large | 


markets 





THIS IS THE NEW 


Odin Floor Drain 





MAXIMUM WATER CAPACITY 


MINIMUM COST 





Made in five types and sizes to fit into all drain pipes. 
From 2 inch spigot to 4 inch bell. Write for bulletin 


No. 100. 


No. 
No. 
No. 
No. 
No. 





SPECIFICATIONS 


602 with 2 inch outlet and Trap cover 
602 with 2 inch outlet and Plain cover 
603 with 3 inch outlet and Trap cover 
603 with 3 inch outlet and Plain cover 
604 with 4 inch outlet and Plain cover 





OUR REVERSIBLE 


Range Boiler Stand 





is recognized everywhere as the most reliable on the 
mavket. It carries a 30 gal. tank on one end ora 40 gal. 
size when reversed. 





Manufactured by 


ODIN STOVE MANUFACTURING CO. 


ERIE, PENNA. 
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We are makers of the ‘‘Nation’s Best’’ low priced 
Odin Gas Ranges and Cookers for apartment and 
flat equipment. If interested ask for catalogue 


No. 49 
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does a good 
bathroom cost 


This is the first question a 
plumber is asked when a new 
bathroom is discussed. The 
house owner has his own ideas 
about what bath tub, lavatory 
and toilet he wants, and then 
asks the plumber for a com- 
petitive bid on the rest. 


To get the job the plumber has 
to build trouble into the walls. 


Explain this to your customers 
and prospects. Tell them that 
good plumbing is cheapest in 
the end. 





is a credit 
lo you 


HAYS job FL» 
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Hays Bathroom equipments 
are designed for beauty, easy 
installation, long life and easy 
adjustment. All exposed trim- 
mings are furnished in nickel 
or chromium plate. Hays 
chromium plating isextra thick 
and durable. Handles in nickel, 


chromium or china. 


See your wholesaler for catalog 
prices and discounts. 


Look for the “Better Fixtures” 
tag which appears on all Hays 
Items. 


Hays Manufacturing Co. 
ERIE, PA. 
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The display of Scobell & Winston, plumbing contractors of Erie, 
at a recent home show in that city 


are owned by its workers, makes labor conditions stable 
and satisfactory. On account of two competing power 


ENGINEERING 


companies, electric power in Erie is very cheap. The | 
water supply is taken from Lake Erie, and is suitable for | 


use in boilers. 


The proximity of the Pennsylvania coal | 


fields makes fuel also cheaper than it is in many other | 


cities. 
Aside from the industrial features of Erie, it is essen- 
tially a ‘‘Shome city.”’ It has all of the advantages of a 


summer resort, with beautiful parks and beaches along | 


the lake shore. One of the recent additions to the park 
system is the Presque Isle State Park, built on the penin- 
sula which makes Erie’s large natural harbor. A state 
highway connects this peninsula with the mainland, and 
takes one to the wildness and beauty of this strip of land. 

The downtown section of the city is rapidly gaining a 
metropolitan aspect through the great number of tall 
buildings which jot the skyline, and its stores are large, 


offering well assorted merchandise for the growing | 


population. 
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A view down State street, Erie’s main business thoroughfare 











HOLLANDS 
Vises and Pipe Tools 





COMBINATION PIPE VISES 


The Pipe Jaws are interchangeable and reversible. 





Vu 


VALLEATALAL 





ROLLER JAW PIPE VISES 


will not bend or mar the pipe and are especially adapted 
for electrical conduit work. 





ADJUSTABLE STOCKS AND DIES 


Interchangeable with all standard makes 


fill tae 








HOLLANDS PIPE CUTTERS 


Wheels and Rollers interchangeable special construction 
that will not get out of alignment. 





MELTING POTS AND MALLEABLE LADLES 


Hollands Manufacturing Co. 
Est. 1887 Erie, Pa., U. S. A. 
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Frie—a Manufacturing Center 

































Advantages of Erie in words 
of local manufacturers 


Shipments trom Erie Delivered Quickly 
By J. W. Pinor, president, American Beauty Stove Co. 


Erie is an ideal manufacturing city because shipments 
quickly reach any point within six hundred miles, and a 
six-hundred mile radial circle from Erie includes nearly 
one-third of the national population. 

Being located in the Pittsburgh district gives us ample 
supplies of steel at low freight rates. Furthermore, Erie 
is only a night’s ride from all of the principal markets 
except the Gulf and Pacific Coast points. 





Merchandising Undergoes Change 
By Leslie S. Hall, president, Hall-Will, Inc. 


The days of manufacturing and merchandising have 
surely changed and that is one of the big reasons why 
Hall-Will, Inc., chose Erie as the ideal center for the 
manufacture and distribution of our line of pipe thread- 
ing machines; besides Erie can justly lay claim to being 
the largest producers of pipe threading machinery in the 
United States. 

We all know that, while production costs have gone 











| Leslie 8S. Hall 





down and the buyer today is getting more value for his 
money than ever before, yet the cost of sales has tripled, 
so that the manufacturer who has his market within easy 
reach has a decided advantage when it comes to the plac- 
ing of his product at a low cost. 

Erie’s manufacturing is diversified, and this gives us a 
well-balanced labor condition, and being situated on the 
lake within easy reach of Cleveland, Pittsburgh and Buf- 
falo, we have an unlimited supply of labor to draw from. 

This rare combination of geographic and economic ad- 
vantages is, to my mind, the essential of industrial suc 





Top picture: The “Wolverine,” the first iron warship, now 

stationed in Erie. Middle photo: An aerial view of part of Erie 

manufacturing district. Bottom picture: A typical Erie whar} 
scene 
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HERE is a distinctness in the design of Wei!- 

McLain radiator tubes. Beauty in the assem- 
bly was the objective, of course. But as beauty 
was sought the importance of strength was ever an 
interposing factor in completing the design. The 
result was a radiator combining both beauty and 
unusual strength. 


Note the oval proportions of the tubes. The 
advantage of this shape can briefly best be ex- 
plained by referring to the resisting strength of an 
egg when pressure to crush it is exerted at the two 
ends. Weil-McLain radiator tubes, being oval, 
will better withstand any jars or crushing impacts 
of shipping and handling. . 

The. sides of the tube shape into a wide ‘‘V”’ 
formed channel that runs the full length of the 
tube, adding to it longitudinal strength. It will 
also be observed that the sides have been ribbed to 
accentuate the slender beauty of the assembled 
radiator and give additional re-enforcement to 
each section. 


Weil-M‘Lain Company 
MANUFACTURING DIVISION 
Radiator Plant Erie, Pa. 





McLain 


& RADIATORS 
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Ul ree trip 


Compliments of Halll -\W- iL. Ine Erie.Pa. 








Send Coupon 
in now— get your name 
on register—and take trip 









Open to All—from the Boss to the 
Boy—in the Plumbing, Heating and 
Steamfitting Trade 








at your pleasure 

























Built by HALL-WILL,INC. Erie, Pa. 
Pacific Coast Office—717 Calmar Ave., Oakland, Calif. 


To HALL-WILL, INC., Erie, Pa. 


Dover Ferry Line. Please put my name on Register. 


See ered sie oc Se ee ag 
Firm Name 
or employed by .. 


ae eee. Se De Oe we Be Se. OC CO. ©.8. 84 2 oe et 2. e SS SG SS. 6 @ CO Oe Se 6 fe: 4 se. 2 2. 6 2 6 5 & 8 


Will be glad to accept your invitation for free trip from 


as | 
7 
Erie, Pa., to Port Dover, Can., on the Nicholson-Erie- and all coupons must be 
a 
i 
i 
i 
| 
I 
I 


Come 
to Erie this Summer— 
see what a beautiful 
city we have—visit 
the many places of 
interest—then stop at 
the Hall-Will Plant — 
See the Famous 
RED-E-HALL 

‘and get your ticket 
for a free ride across 


the lake. 








_—— 
PORTABLE PIPE THREADER 


Register Closes July 30th, 





mailed by that date but 
trip can be taken any time 
during boat season. 
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MOTORISTS— SAVE 125-MILE DRIVE TO CANADA 


A Direct Water-Way Route to the Summer Playground of Ontario a 


This short cut across lake Erie saves over 125 miles of driving over highly con- 
gested highways. Large, comfortable steamers carrying 45 automobiles on 
each trip leave Erie from the Municipal Pier, foot of State Street every few 
hours for Port Dover, Ontario. Paved highways lead to all principal Cana- 
dian cities. 





a ee ee ae ee 
- on 


A glance at the map clearly shows the distance and time saved by this short cut. 


TIME TABLE—(Eastern Standard Time) June 15th to September 15th 


Leave Erie 8:00 AM, 12 Noon, 4:00 PM, 8:00 PM.— Leave Dover, 8:00 AM, 12 Noon, 4:00 
PM, 8:00 PM. Arrive at destination 31% hours later. 
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An aerial view 
cess. These advantages, added to good management and 
a thorough knowledge of one’s business, are the prime fac- 
tors of industrial life today. This combination of funda- 
mental principles brings manufacturing and distribution 
cost savings that help Erie industrial enterprises to suc- 
ceed and prosper. 


“Erie, the Industrial City” 
By Otto G. Hitchcock, secretary, Hays Mfg. Co. 

The heading really describes Erie. It is strictly an 
industrial and since its earliest days. 
Among the many industrial centers throughout the coun- 
try, Erie ranks third in the diversity of its manufactured 


city, has been so 





Otto G. Hitchcock 


products, and many of its wares are household names, not 
only in this country but in foreign lands. 

The Hays Mfg. Co. started in 1869 and was organized 
by gentlemen who were descendants from some of the 
earliest pioneers, and had interested in other 
industrial pursuits before organizing this company. 

We of a later the 
ficiaries in the choice of their location, with the many ad- 
vantages which Erie gives its industries. We have splen- 
did lake facilities. We are served both for incoming and 
outgoing freight by four trunk line railways, 


who been 


generation have really been bene- 


and our 


position places us just about midway between New York 
City 


and Chicago. 





of the 


business section of Erie 


Erie has also the advantage of being in the gas field, 
also its close proximity to both the anthracite and bitu- 
coal fields. Later day developments have given 
Erie two well-equipped central power stations. 

Another natural advantage is the location of the city, 
this being a lake city and having a harbor approach 
through Presque Isle Bay. Surrounded by splendid rural 
districts, serving the city with the finest of produce, it is 
essentially a city of homes, and more than 60 per cent of 
the people own their own dwellings. It is a city with 
exceptional school facilities, and attracts in every 


minous 


way. 


Erie Trebles Population 
By E. L. Killing, manager, Hollands Mfg. Co. 


The fact that Erie has trebled its population within the 
last twenty-five years is the best evidence of the apprecia- 
its location and advantages by the 


tion of business in- 








The labor supply is ample and a 
large percentage of the men own their own homes. 

Erie has one of the finest natural harbors on the Great 
Lakes, and is situated midway between Chicago and New 
York on the main line of the New York Central Railroad. 
In addition there are three other important railroad lines 


terests ol the country. 


offering swift freight and passenger service to all parts of 
the country. 
We have two competing electric power companies, giv- 
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MEANS A BETTER SYSTEM 
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ENGINEERING 
From the very outset of the idea, 
through the selection of raw materials, 
scientific designing and strict produc- 
tion, this company has been pioneering 
in plumbing perfection. 

















The continued proper functioning of a 
plumbing system is dependent upon each 
part of the installation. Sani-teed 
products are leaders in that respect. 


The use of only virgin 
metals, scientific designs, 
careful manufacture and 

oyay. rustproofing processes 

f - are only a few of the 
FOUNDRY | factors which make Sani- 
teed products your best 
choice. 


MACHINING 


an 
a 


, 
In Erie--- i As 
SERVING THE NATION oo /| WW INSPECTION 


: 4 Say 


‘e 
> 


Our location in Erie affords us fair labor 


costs, close contact with raw material \ “ae / SHIPPING : 
sources, good transportation and other 
elements for a better product—all in all, f) al | i 
the ideal location. This means a great Le 71) , 
deal to our trade who have come to know | ley . 
Sani-teed products as the best. — \ 
A full line of scientifically correct plumbing , a J 
products for every job. Specify Sani-teed ——— . 
on every order. = SSS 


: 
MADE FROM VIRGIN METAL ' 
| 





J. A. ZURN MANUFACTOURING CO., ERIE, PA. 


Sales Offices in the following .Cities: 


New York Chicago Philadelphia Pittsburgh Boston Los Angeles Seattle 
Chattanooga Minneapolis San Juan, Porto Rico 
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NEVERSTICK 


Ground Key Compound 


(PAT. PENDING) 














Gives an easy turning cock under all 
conditions. 


Never dries out or hardens. 

Is not affected by hot or cold water. 
Is not affected by steam. 

Is not attacked by commercial acids. 


One-third to one-fourth less Never- 
stick required to lubricate a cock. 


Used by 60% of the Makers of 
Ground Key Work 
Also complete line of lubricants for 
Compression Bibs. 


Makers of ““Neverstick Seal” for pipe 
joints and gasoline and oil handling 








equipment. 
United Oil Mfg. Company 
Erie $8 Penna. 











SECURITY SEPTIC 
TANKS 





SS a 








COATING 


Security Septic Tanks are coated inside and 
out with a heavy Asphaltic Enamel which is 
flowed on at boiling temperature—thereby in- 
suring a rust proof coating impervious to all 
acids contained in the sewage or soil water 
outside the tank when buried in the ground. 


When properly installed with the coating un- 
impaired, Security Septic Tanks will last a 
lifetime. 

Security Septic Tanks conform to the regula- 
tions of your State Board of Health. 


Write for catalog. 








_AMERICAN BEAUTY STOVE CO. 


ERIE, PENNSYLVANIA 
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ing us electric power at advantageous rates. We are ad- 


'_jacent to the bituminous fields of Ohio and Pennsylvania, 
and also to the anthracite fields, and have direct water 
_ transportation facilities from the iron ore mines. 


Erie Near to Markets and Sources 


By Carl A. Jarecki, treasurer, Jarecki Mfg. Co. 


When the Jarecki Mfg. Co. was founded in 1852, scien- 
tific plant location was unheard of. Yet, the fact that 


| Henry and Charles Jarecki selected Erie as the site for 


the original plant—a plant which consisted of two hand 


_lathes of the crudest make and a small furnace for melt- 
_ ing brass—no doubt has had ample bearing on our growth. 


During these years our experience has amply proved 


| the value of Erie’s central location, nearness to adjoining 
| markets and sources of supply for raw material. 


| products. 


The fact that the coal supply of Western Pennsylvania 
and iron ore from the upper Lakes region meet in Erie, 
make this city a logical location for the manufacturer who 
needs and uses iron ore and coal in the fabrication of his 
Main line service over four large railroads, as 


| well as cheap shipping on the Great Lakes, are found to 
be fully adequate transportation facilities. 


Centrally Located for Distribution 
By C. A. Kuebler, president, Uniflow Mfg. Co. 


Crie has many advantages to a manufacturer. We 
moved our plant to Erie in 1926, and it is now more cen- 


_trally located for distribution, thus saving freight charges 


and lowering the time necessary for delivery. It is close 
at hand to supplies needed by a manufacturer and the 
labor supply is good. 

One of the outstanding advantages of Erie is the fine 
spirit shown by the manufacturers and business men of 











Cc. A. Kuebler 








the city, and by the Erie Industrial Board, in helping to 
solve problems, and arranging for needs of manufacturers. 

It is also a delightful place in which to live, and the 
residence sections are beautiful. These, with the recrea- 
tional facilities offered by the city, make an attractive 


place for the working man to live, and therefore labor 


, manufacturers use a good deal of threading machinery, 


conditions are good. 


Stabilized “Good Times” 
By J. E. Humble, secretary-treasurer, Williams Tool Corp. 


The City of Erie is an active manufacturing town, run- 
ning strongly to the manufacture of machinery. Erie’s 
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} Williams Tool Corporation, Erie, Pa. 
Gentlemen: 

j As offered in Domestic Engineering, please send your new booklet{“The Story of Extra Profits,’”’ show- 
ing what plumbers and steamfitters are doing on all classes of threading work—in the shop, and on the 
job—with the WILLIAMS PORTABLE (“Willie Williams’) Pipe and Nipple Threading Machine. 

; REARS SRN ea Pe Ae es ai an AA: hE Tee aig Ea re a 

Ed CSAs G1. pions wale dak ka eH EEA WE. CON eT G OS Robs wa cdo 5% 
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Here’s a booklet that tells you 
what plumbers and steamfitters all 
over the country are actually doing, 
in the way of faster threading. 


These men tell, in their own words, 
about the extra profits they are mak- 
ing on all classes of plumbing and 
heating work with the WILLIAMS 
PORTABLE (“Willie Williams’’) Pipe 
and Nipple Threading Machine. 


It tells about the three-times- 
faster threading they are getting, 
and also shows how some contrac- 
tors are making big profits from this 
machine right in their own shops, 
using it only to thread “‘bald heads.”’ 


Just tear off the coupon above, 
and mail to us for this interesting 
little book of Facts. 


Williams Tool Corporation 
Erie, Pa. 





CW/LLIE WILLIAMS) 
PIPE, NIPPLE AND BOLT THREADER 





WiILLIAMs & Portagie 
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The quality mdchine 
at a quantity price 


The WILLIAMS PORTABLE 
Threading Machine, ‘Willie 
Williams,”’’ threads iron, steel 
and brass pipe—'4 to 2-inch, 
with reserve power to thread 
pipe up to 8-inch with Univer- 
sal shaft. 
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ERIE TOOLS 


The Quality Line for Plumbers 


We manufacture 
a full line of 
wrenches — pipe 
vises— p:pe cut- 
ters and plumb- 
ers tools. If you 
do not have our 
catalog on file, 
write for it. 


You will find 
complete sat- 
isfaction in 
using Erie 


Tools. 
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ERIE TOOL WORKS 


Erie, Penna., U. S. A. 

















3 out of 4 of the 
plumbing and heat- 
ing contractors in 


Erie read 


“DOMESTIC ENGINEERING” 


News 

Merchandising 
jeatures 

Technical stories 


Market reports 

Latest technical 
det elo} ments : 

Auxlary activities 


(Convention reports 


HEN a magazine is that 

widely read — (the big 
national magazines are glad to 
have one out of nine)—it may 
reasonably be supposed that 
readers find it helpful. The 
partial list of features in 
“DOMESTIC ENGINEER- 
ING” given to the left will 
indicate the variety of practi- 
cal material offered fifty-two 
times a year in the business 
paper of the industry. 


The subscription price 
is only $2 per year, 
or three years for $5. 


DOMESTIC ENGINEERING 


1900 Prairie Ave. 


CHICAGO 
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| and as the city is growing, and building construction has 


been quite active for several years, there has been a good 


_ market for our line among plumbers and steamfitters. 


Erie is situated in that section of the country which is 
known as the ‘‘Wealthy Tenth.’’ There are so many differ- 


ent important industries represented in this section, that 


’ 


‘“‘good times’’ seem to be a fairly stable condition. When 
several of our industries are slack, others will be more 
active than usual—so that we keep pretty well balanced 
up most of the time. 

For instance, during the past few months the produc- 
tion of coal in Western Pennsylvania has been below 
normal. But to offset this, the steel manufacturers of 


| Western Pennsylvania and Eastern Ohio have enjoyed a 
| period of record-breaking activity, and, while their prices 
for the first three months were not as good as for the sec- 
ond quarter, the high rate of production meant consider- 


ably more business in this section, in practically every 


| line, 


I might add that another of Erie’s big assets, perhaps 


the biggest of all, is the kind of people living there. As 


it has for many years been a bustling industrial city, it 


_has attracted the kind of people who like to work, includ- 
ing thousands of skilled mechanics who take particular 
| pride in excellent craftsmanship. 


“Workshop City With Playtime Spirit” 
By J. A. Zurn, president, J. A. Zurn Mfg. Co. 


Our location in Erie is a matter of good fortune. This 


_ location was not due to any migratory or transitory move 
but being my home town, it was only logical that here 











J. A. Zurn 





I should start into business. Our growth is a different 
matter. We attribute much of our expansion to this 
strategically located industrial center. 

After a quarter century of industrial interest and civic 
interest in Erie, I am more than ever convinced our pres- 
ence here was a kind turn of the hand of Dame Fortune. 


_A large part of our production goes into the great buying 
'market embraced within a 500-mile radius, thus expedit- 


ing transportation. We are close to sources of raw ma- 
terials. 

Accessibility is not found wanting, with four great 
railroads and waterways closely connecting Erie with the 
nation and the world. 

A “‘workshop city with playtime spirit’’ well expresses 
Erie as a place to work and live. Due to the living and 


_ working conditions, we have successfully developed a per- 


sonnel of loyal, contented craftsmen, which is an enviable 
labor situation. 











































REED Stock takes 3-story dive— 
works perfectly afterward 


Of course you don’t make a habit of dropping your 
ratchet stocks out of third-story windows. But it’s a 
satisfaction to know, when you’re using the REED, 
that your stock is rugged enough to have stood this 
very test. 


Picked up off a brick pavement after its 3-story drop, 
it went back to work— uninjured— in perfect adjust- 
ment— cutting clean steam-tight threads. 


The REED maintains its perfect adjustment even 
under the most severe working conditions because of 
its stronger and more simple construction. Made with 
fewer parts, and stronger parts. 


























Even before you have used a REED, you are sure 
that this sturdy threading tool will ‘“‘stand up.’”’ And 
along with this extra strength, the REED has some 
other points that 


Save your men’s time, and make 
threading much easier 


1—Adjustable guides center the stock on the pipe 
instantly. No bushings to hunt for and fuss with. 


2—The REEp’s double-threaded throat dies take hold 
instantly—burr or no burr. Drawing the tool right ahead 
and cutting “‘steam-tight’’ threads on any kind of pipe. 


3—The REED has no power-consuming, troublesome 
lead-screw. It doesn’t need any. 


4—Threads pipe of any size—!% to 2-inch. Having 
no lead screw, the REED Ratchet Stock is not restricted 
to any one thread pitch. 


And there are many other points that you will like about the 
ReeEp. Tear off the coupon and mail it back for our new folder. 


REED ~ 


STOCKS, DIES, VISES, ETC. Fi 
REED MANUFACTURING COMPANY »° xcs 


ERIE, PA. 


m Manufacturing 

; Company, 

¢ Erie, Pa. 

* 
¢ Gentlemen: 

¢ Sure, mail me that folder 
¢ “WHY MAKE HARD 
7 WORK OF PIPE 

id THREADING?” — givin 
description of the REED 

Ratchet Pipe Stock. 






Company Name ....... Bee, ae ee ee 
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Four of Erie’s Newest Large Buildings 
Equipped with Jarecki Valves and Fittings 


Four of Erie’s recent large building enterprises—involving 
expenditures of nearly $6,000,000.00—are the Union Station, 
Erie Trust Building, Lawrence Hotel and Ford Hotel. Jarecki 
Valves and Fittings were chosen for these buildings—not as 
a fitting tribute to a home town manufacturer, but in recog- 
nition of Jarecki quality and fitness for the job. 


The products of this 76-year old Erie concern are found in 
use throughout the world. Many notable structures in New 
York, Chicago, Philadelphia and elsewhere approve Jarecki 
Valves and Fittings and specify them in their construction. 


Whether you use valves and fittings on a large or small job 
Jarecki’s will give you full satisfaction—and remember, there 
is a Jarecki valve or fitting for every purpose, whether for 
use in water, gas, air, steam or oil. 
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Mention Domestic ENGINEERING when writing advertisers. 
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Color and Design Make Striking 
‘“Merchandise Fair’’ 


(Continued from Page 74) 





booth so arranged that flood lights focused on these prod- 

ucts and brought them out in sharp relief against the 

black velvet background on which they were arranged. 

L. Bloch, factory manager, and Otto Schaffer, assistant 

sales manager, both from the home office, were in charge. 
The Ridge Tool Co. 

A souvenir in the form of a 6-in. wrench was handed to 
each of the visitors who showed interest in the exhibit of 
the Ridge Tool Co., Elyria, O. Paul D. Clutterbuck, 
salesman in the Cleveland, O., territory, and C. O. Hollen, 
representative with headquarters at Pittsburgh, Pa., dem- 
onstrated the tools produced by this concern. In addition, 
the complete line of vises, cutters and wrenches were there 
for the examination of visitors. The latest developments 
in the way of wrenches for large pipe were featured. 

Ross Mfg. Co. 

An attractive exhibit of drain pipe solvent, boiler liquid, 
enamel cleaner and its line of plumbing specialties was 
presented by the Ross Mfg. Co., Kansas City, Mo. J. C. 
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Top row: E. P. Gallup, R. G. Page and G. C. Davis. Sry 
Bottom row: C. M. Cuthbert, Gordon Black, Portland 


Ryan, sales manager, was in charge, while J. H. Ross, (Ore.) representative, and C. W. Wanger, president, all 
president, accompanied by Mrs. Ross, was also present. of the Woodward-Wanger Co., Philadelphia 
L. R. Gillia, who covers the Kentucky and Tennessee ter- 
ritory, and C. H. Pritchard, Texas representative, were ‘‘cushion’’ was on display, as well as its new tank bulb. 
also on hand. Waste pipe and enamel cleaner, with an exhibit of new 

J. A. Sexauer Mfg. Co. window displays for use with it, was also displayed. 


The Sexauer service cabinet and merchandise and repair George B. Macdonald, general sales manager, was in be 
kit featured an interesting and attractive exhibit of the charge, assisted by W. D. Baker, Memphis, Tenn., L. C. 
specialties of J. A. Sexauer Mfg. Co., New York, N. Y. Whitney, Chicago, Ill., R. B. Babbitt, New Orleans, La., 
For the first time the company’s re-enforced faucet and J. F. Krause, Kansas City, Mo. 














This Damper Quadrant and 
Damper Clips are made of malle- | 
able iron and may be riveted 
without danger of breaking. | 


The adjustment is simple and 
positive. 


Prices Quoted on Specifications. 
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Try this new song 


“Everybody’s Doing It 
Doing What? 
—~EVERHOT” 


Whistle it on your way down to work 
ofa morning. Sing it softly or loudly 
in your Office. The lilting rhythm of the 
melody will grow on you. It’s con- 
tagious. Those around you will catch 
its swing and harmony, until the 
whole place will be engaged in a happy 
emulation of Galli Curci, Gatti Cazzaza 
or what have you. 

















Seriously Speaking 


it is getting to be a parade, why not 
come along? Sell the heater that 
people want and will buy most easily. 
Profit by the growing tide of popular- 
ity the EverHot enjoys. 


























Po, " Comdacted by 
HOUSEKEEPING 








TyerHot He ater Company 


5211 Wesson Avenue Detroit, Michigan 

















Mention Domestic ENGINEERING when writing advertisers. 
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; Sloan Valve Co. 

In an attractive booth with a dark, velvet-draped back- 
ground, Sloan Valve Co., Chicago, Ill., demonstrated its 
flush valve. This arrangement was such that the figure of 
a hand at regular intervals operated the valve, thus por- 
traying its complete workings. Water releases resulting 


from the hand pressure were discharged into a tank just | 
as though the valve were in actual use. The Sloan sizer | 


was presented to each of the visitors who stopped at the 
booth. W. D. Sargent, advertising manager, T. R. Burke, 
both from the home office, C. L. Ahler, representative at 
Memphis, Tenn., and William H. Grace, Birmingham, Ala., 
were in attendance. 

Speakman Co. 

Colored flood lights, focused on the space occupied by 
Speakman Co., Wilmington, Del., set off in relief against 
an appropriate background a black glass slab lavatory 
with china basin, the inside of which was white with a 
black exterior finish. The legs and fittings were chromium 
finished as were many of the various types of bath and 
shower fixtures arranged on display boards at vantage 
points in the booth. The large club shower, octagonal 





Top row: J. A. Farley, C. R. Crane II, assistant vice 

president in charge of sales, and H. W. Seymour, 

xeneral manager of sales. E. L. Heffernan and W. A. 

Sampson, both of the Memphis branch, all of Crane 
Co., Chicago 

















in shape, produced by this concern was also conspicuous | 
in its position in an outer corner of the booth. Harry | 
Harte, district sales manager; G. C. Mahaffey, representa- | 
tive, Chicago, Ill.;: R. L. Wood, representative, Atlanta, | 
Ga.; and Wm. G. Craig, representative, Kansas City, Mo., | 


were present. 
Standard Sanitary Mfg. Co. 


The Standard Sanitary Mfg. Co., Pittsburgh, Pa., ex- | 


hibited a part of the ultimate in its de luxe fixtures and | 


fittings. In front of the space embracing a number of 
booths a large oil painting hung above a bath tub with a 


hand painted design around the outer surface. At each | 





end were entrance ways past a black vitreous china lava- | 


tory with gold fittings inlaid with black and other colored 
and white fixtures on slightly raised platforms. Mirrors 
with side lights showed the walls with paintings. A clothes 
washer was in operation as was a dish washing machine. 
New types of hammered brass chromium and gold plated 
fittings were in evidence. C. B. Nash, advertising man- 
ager, John Shoemaker, advertising department, J. D. 
Tschopik, general manager of branches and R. B. Craig, 





promotion department, all from Pittsburgh, were on hand. | 
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NEWs=s 
BETTER™S 
SILENT™ 


The HAAS Silent Ball 
Cock is new, both in 
principle and design. It 
has been made to incor- 
porate those refinements which have 
long been sought by both your cus- 
tomer and yourself. 


« 
Qin 


Absolute silence in operation and satis- 
factory service at high pressures are 
assured. All troubles heretofore caused 
by compound leverage have been elim- 
inated by the construction of the 
HAAS Silent Ball Cock. 


The usual plunger has been replaced 
by a glass ball operating against a 
rubber washer with a metal center 
insert which insures flat seating and no 
wearing. 


The glass ball cannot corrode and has 
only one bearing surface. 


The HAAS Silent Ball Cock is made 
entirely of drawn brass, thus avoiding 
the possibility of sand holes. The 
refill tube is assembled to the valve 
with a slip joint, reducing breakage 
possibility. 


Ask your jobber about the HAAS 
Silent Ball Cock—or write us for full 
information and prices. 


PHILIP HAAS COMPANY 


DAYTON, OHIO, U.S. A. 
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Frank Kaulback, division supervisor, Chicago, L. L. Wor- 
den, supervisor of the southern division, and Frank V. 
Moriarity, brass department, together with a number of 
branch managers were present. Among those in charge 
of branches in attendance were George McCrary, Birming- 
ham, Ala., J. G. Coldeway, Nashville, Tenn., and R. H. 
MacCarton, Memphis, Tenn. Representatives of the Mem- 
phis branch at the booth were A. H. Twentie, L. T. Leath, 
R. A. Thorn, C. P. Means and Miss Irene MacDonald. 
Taco Heaters, Inc. 

The complete line of this company’s indirect water 
heaters and other water heating products was exhibited 
by Taco Heaters, Inc., New York, N. Y., with Joseph R. 
Murphy, sales manager, in charge of the display. A pro- 
jector machine showed installations and diagrams. 

Toledo Pipe Threading Machine Co. 

The red smocks and caps worn by W. R. Vosper, en- 
gineer in charge of the Toledo Pipe Threading Machine 
Co., Toledo, Ohio, booth, and his aids, C. A. Wagner, Don 
Coleman and Kurt R. Koehler, all representatives from 
the home office, were rather striking. These, in conjunc- 
tion with the features of this booth which were a power 
driven pipe machine in operation, reamers, vises, hand 
threading and cutting devices, attracted much attention. 

The Trenton Potteries Co. 

Three booths in a corner of the hall gave a nice spread 
for the showing of the colored porcelain and vitreous 
china fixtures of The Trenton Potteries Co., Trenton, N. J. 
This company was the only exhibitor of marbleized pot- 
tery, and the beauty of its pedestal lavatory, solid porce- 
lain bath, wall-hung vitreous china dressing table, dental 
lavatory and closet combination—all in this imitation 
marble—made every passer-by stop to admire and ask 
questions. Also on display were solid porcelain sinks in 
color, a black and white marbleized lavatory, a new 
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Top row: B. W. Bradford of Charlotte, N. C.;: J. F. 

Keelan of Birmingham, Ala.; F. M. Wileox of Atlanta, 

Gi;a.; H. F. Kelso of Houston, Tex. Bottom row: E. M. 

MeLundie, vice president; Joseph Hirshstein, presi- 

dent; M. B. Koblitz, secretary-treasurer; 8S. L. Marsh, 

manager of Josam-Marsh division, all of Josam Mfz. 
Co., Cleveland, Ohio 


octagonal lavatory and a special school closet. And there 

to tell the visitors about the possibilities of beauty in 

the bathroom were Paul Berryman, second vice president, 

Lee Keller, Trenton, and Al Hoffman, Asheville, N. C. 
The Turner Brass Works 

The Turner Brass Works, Sycamore, Ill., had a booth 

in charge of J. R. Hollingsworth, in which were displayed 
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For Hot Water Heating Systems 


Here is one of the most important develop- 
ments in hot water damper regulation in many 
years—the Type F-2.” 


The “‘cage assembly”’ of the Type F-2” isa light 
brass cage in which is contained the Metaphram 
unit. This may be easily lifted from the well 
at any time. 


When you specify Metaphram Damper Reg- 
ulators for heating boilers, you are sure that 
the right size will be sent you with resultant 
high efficiency in the boiler. 


Also when a Metaphram is used, the service 
problem is entirely assumed by the factory 
for all time. 


May we send you complete information on 
the Metaphram line? 


National Regulator 
Company 


2301 N. Knox Avenue 
CHICAGO -_ ILL. 
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Any installation of Good Pin e j a 
sufficient importance te 29 ee 


to need brass pipe re- 
quires the finest Brass Fit- Good Fittings 
tings obtainable to make it \ ) 


















































a SUCCESS. Vv Vv Vv 


General Brass Pipe Fittings 
measure up to the most exacting 
specifications. Machined to a very 
close gauge, and carefully tested 
with water pressure, they can be 
thoroughly relied upon to give com- 
plete satisfaction. v 


¢ 


The General Brass Line of Brass 
Pipe Fittings includes Elbows, Tees, 
Crosses, Plugs, Unions, Couplings, 
Bushings, Return Bends and Nip 
ples, in all sizes from one-eighth 
inch to three inches. vy v 


Your Jobber Has Them. 





‘i (i 
SS 
GENERAL BRASS COMPANY , 


(Formed by The McRae & Roberts Co., Michigan Lubricator Co. and Standard-Peninsular Brass Works.) 


. 100-146 SOUTH CAMPBELL AVE. DETROIT, MICH. 


| _MANTOARREOUAOVBBESOEOOOO OF OQUOOQUUUOGLEUEEEED 
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MALLEABLE FITTINGS 


— Standard and Extra Heavy 
For Gas — Oil — Water 


BUSHINGS — PLUGS — FLANGE UNIONS EH 
Standard and Extra Heavy Companion Flanges 


STANLEY G. FLAGG & COMPANY, INC. 


_'42| CHESTNUT ST., PHILADELPHIA, PENNA. 
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and demonstrated this company’s plumber’s furnaces and 
blow torches. The new Turner fire pot with a tilted top 
section was one of the features of Mr. Hollingsworth’s 
demonstrations. 

United States Sanitary Mfg. Co. 

The booth of the United States Sanitary Mfg. Co., Pitts- 
burgh, Pa., displayed a colored pedestal lavatory, a white 
double drainboard sink and a built-in tub. This con- 
cern was represented by Harold A. Cross, manager of 
the Chicago office, John D. Smith, manager of the Kan- 





Top row: E,. E. Brown, secretary, and J. H. Gavin, 

superintendent. Bottom row: A. C. Brown, president, 

and G. C. Freeman, sales manager, all of Chicago 
Faucet Co., Chicago 
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Top row: William Jett and Adolph Mueller, president; 

0. C. Draper and Iwan Van Haaften. Bottom row: 

J. R. Mayhew, W. F. Aaron, W. B. Ford and J. L. 
Boyle, all of Mueller Co., Decatur, Till, 


sas City office, and F. P. Logan, advertising manager, 
Pittsburgh, Pa. 
Joseph A. Vogel Co. 

F. J. Vogel, manager of the St. Louis, Mo., branch of 
the Joseph A. Vogel Co., Wilmington, Del., was on hand 
in the Vogel booth to greet friends and make new ones for 
himself and his company’s products. Sesides showing 
several of the frost-proof water closets made at the fac- 
tory of this firm, a seat action valve and frost-proof garage 
hydrant had a prominent place in the exhibit. Cross sec- 
tional views of both hydrants and valves were used by Mr. 
Vogel in illustrating talks with interested visitors. 


Walworth Co. 
A huge lever attached to the handle of this company’s 
Stillson wrench, on which W. M. Graham, Birmingham, 
Ala., threw his whole weight to display the strength 








From the Armstrong Bros. 








Chain Pipe Vises 


1 Drop Forged, I|-piece Jaws- 
(Patented Feature that 
prevents bending of even 
smallest pipe.) 


2 Drop Forged Stee Base. 
3 Drop Forged Steel Handle. 


4 Alloy Steel Screw. 





(Patented) 

5 Proof Tested Chain. 
(Every link proof-tested to 
two-thirds of catalog 
strength.) 


These are light weight Vises of great strength and capacity. Easily 
carried in tool kit. Attach anywhere. Sizes for pipe from 
1-8-inch to 8-inch. 








Line of Better Pipe Tools 








Standard Pipe Vises 


These Vises are of improved design and superior workman- 
ship. They are automatic locking and quick in action. 
They combine great strength 
with convenient weight. The 
Frame and base are of Certi- 
fied Malleable Iron, finished 
in black enamel. The Jaws 
are Tool Steel carefully milled, 
hardened, tempered and 
tested. The hooks are 
drop forged of | steel. 
There are also Heavy 
Duty Pipe Vises and 
Open Side Pipe Vises of 
equal quality in the 
ARMSTRONG BROS. 
Line of Improved Pipe 
Tools. 


Look for the ARMSTRONG BROS. Trade Mark. It is your 


best guarantee of tool performance — your assurance of absolute 












satisfaction. 





Write today for Catalog P-10, showing and 
describing all of the ARMSTRONG BROS. 
Improved Pipe Tools. Sent upon request, 


323 No. Francisco Ave. sf 


ARMSTRONG BROS. TOOL CO. 


‘“*‘The Tool Holder People’’ 
CHICAGO, U. S. A. 
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Phoenix 


An acknowledged line of Brass Fittings 
of Highest Quality and Service 


Brass 


Only the Finest Red Metal used 
in P. B. F. Fittings 


Fittings 


Air tested under water— every 
one of them 





PHOENIX BRASS FOUNDRY 


Irvington, New Jersey 
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of the tool, featured the exhibit of Walworth Co., Bos- | 


ton, Mass. Other tools of this company’s manufacture and 
its valves and fittings formed the balance of the show- | 
ing. J. E. Aderhold, Jr., assistant manager of the south- | 
ern division, Birmingham, Ala., was in charge, assisted by | 
T. Gunter Smith, also of Birmingham. 


Wheeling Steel Corp. 
The Wheeling Steel Corp., Wheeling, W. Va., main- 
tained an interesting showing of its black and galvanized 
pipe and range boilers, the latter consisting of both the 
welded and the combination riveted and welded types, 
cut open for the plumbers’ closer study of construction | 
detail. Attracting considerable attention was the movie 
this company had constantly running, showing the manu- 
facture of pipe and range boilers from the ore mine to 
the finished product. Explaining all these products were 
A. R. McClure, Wheeling, C. P. Dewey, St. Louis, and 
R. O. Lewis, Memphis. 


— eee 





E. C, Sherman, H. D. Hexamer and C. W. Farrar, pres- 
ident, all of Excelso Products Corp., Buffalo, N. Y. 


Wolverine Brass Works 

Two booths, nicely decorated, housed the exhibit of 
Wolverine Brass Works, Grand Rapids, Mich. They con- 
sisted of its chromium plated fixtures and its line of brass 
and rubber specialties. To -help the visiting delegates 
remember the showing, note books were presented to the 
men, and sweet pea corsages were given out to the ladies. 
L. A. Cornelius, president of the company, was in charge 
of the display, the other company representatives being 
R. E. Larson and O. J. Jentsch, both of Grand Rapids, 
C. W. Cornelius, Atlanta, Ga., J. P. Struck, Dallas, Tex., 
R. L. Parnell, Charlotte, N. C., and Geo. M. Schwab, Mem- 
phis, Tenn. 

Woodward-Wanger Co. 

Woodward-Wanger Co., Philadelphia, Pa., had a strik- 
ing set-up in its booth. A moving belt on which were 
fastened its plumbing specialties, with each item named 
and explained by an accompanying card, made it possible 
for the visitors to stand and see pass in review this com- 
pany’s line of washers, rubber stoppers and bumpers, 
bronze flush valves, supply valves, miniature colored seats, 
drain pipe solvent, bathroom accessories and tank balls. 
In the center of the booth a card-board display board il- 
lustrated the action of this company’s thermostat for gas 
heaters in turning gas on and off within the set range of 
temperatures. The white seat had a prominent place 
in the showing, and other items on exhibit were a swing- 
ing spout faucet with soap dish, a tank trip lever and a 
trap. C. W. Wanger, president, was in charge, and the 
following representatives were in attendance: Gordon 
Black, Portland, Ore., E. P. Gallup, Oklahoma City, R. H. 
Page, Charlotte, N. C., G. C. Davis, Nashville, Tenn., and 
C. M. Cuthbert, St. Louis, Mo. 


**X”’ Laboratories 





The booth of ‘*X’’ Laboratories, New York City, was | 
attractively arranged with cans of the boiler fluid pro- | 
duced by this concern. The arrangement of the con- | 
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HEAP fixtures make you no 
money. Tell all of your 
customers about the Improved 
Madera toilet. It will give them 
far better service and make you 
four times the profit on every sale. 


MADDOCKS /inproved 











NaTIONAL Raoiator Corporation 


Ten plants devoted to National Service through these Branch Offices and Warehouses: 


Baltimore, Md.—2622 Frisby Street; Boston, Mass.—-93-97 Oliver Street; 
Buffalo, New York—259-265 Delaware Avenue.; Chicago, Ill.—2445 No. 
Keeler Avenue; Cincinnati, Ohio—Spring Grove and Elmira Ave.; Cleveland, 
Ohio—935 E. 63rd Street; Indianapolis, Ind.—431 W. Georgia St.; Johnstown, 
Pa.,— 221 Central Avenue; New York, N. Y.—55 W. 42nd Street; Omaha, 
Nebr.— 108-112 S. Tenth Street; Philadelphia, Pa.—121 N. Broad Street; 

itteburgh, Pa.— 1509 Arrott Building; Richmond, Va.— 3032 Norfolk 
Street; Washington, D. C.—2205 Fifth Street, N. E. 











3 Times the Profit! 


Every time you sell a Whale-bone-ite Seat you 
make three times the profit possible on a staple 
job. Don't waste time soliciting orders for cheap 
seats at a minimum profit when a little salesman- 
ship will bring you an order for a Whale-bone-ite 
Seat at a real profit. And the Whale-bone-ite sale 
means a satisfied customer. 




















ENNINGS Sewage Ejectors 

are supplied for raising sew- 
age and drainage from base- 
ments below street sewer level, 
where disposal by gravity is not 
available. 
Capacities up to 1500 g. p. m. 
Heads up to 50 ft. 


Write for Bulletin No. 67. 


NASH ENGINEERING CO. Jennings Sewage Ejector 
41 Wilson Rd., So. Norwalk, Conn. 


Jennings Pumps 
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tainers formed the firm’s name. Souvenirs in the form 
of fans and rubber dolls that, when inflated, represented 


the ‘“‘*X’’ trade mark, and cigars were offered visitors. W. 
A New DONNE | Y Product M. Ireland, advertising manager, was in charge. J. W. Gan- 
non, New York representative, and R. Wohltman, St. 


Louis, Mo., salesmen, assisted. 





The EDDY Pressure, Temperature and 





Vacuum Relief Valve is unique—BECAUSE MANY MANUFACTURERS PRESENT 
—it performs these three functions WITH-_ | The following manufacturers and sales representatives 
OUT WASHERS of any kind. : were also at the convention: 
| 7 Edwin W. Sedgwick, president of the S. Wilks Mfg. 
Seats and plungers on pressure and vac-_ : Co., Chicago. 
| uum are METAL to METAL. : J. M. Dougherty, president, D. & T. Mfg. Co., St. 
: Louis, Mo. 
Each part of Norman Boosey, president, Boosey Mfg. Co., Detroit, 
Mich. 


washer is a dis- 
tinct unit. 


QUALITY of 


material and 


F. M. Thomson, sales manager, Dole V'alve Co., Chicago. 
B. F. Templeton, general sales manager, Decatur, III. 
Frank B. Hackett, assistant sales manager, seat de- 
partment, The Brunswick-Balke-Collender Co., Chicago. 
: C. A. Perry, vice president, C. A. Boyle & Co., Chicago. 
WORKMANSHIP A. D. Sherre, and H. K. Browning, St. Louis district 
the very best. sales representative, A. M. Byers Company, Pittsburgh, Pa. 
: P. B. Wallace, Nashville, Tenn., Southern selling agent, 
The EDDY Valve a) | Rundle Mfg. Co., Milwaukee, Wis., accompanied by Mrs. 
is adjusted for Wretienns. 
service. May also ; Trico, Inc. 
be had inseparate : Several manufacturers took advantage of the Memphis 
convention to reserve hotel space for exhibiting their 
products. One such interesting display was that of Trico, 
Inc., Chicago, Ill., which presented a comprehensive show- 
: ing of radiator furniture in its rooms at the Claridge 
: DONNELLY MFG. COMPANY Hotel. In charge of this exhibit and there to explain de- 
29 Mills Street ”- Malden, Mass. | tails of the company’s sales plan were C. J. Simon, presi- 
dent, and Norman V. Ventriss, general sales manager. 



































form for Pressure Relief, Presssure and 
Vacuum, and Pressure and Temperature. 




















The two words that best de 
scribe the construction, opera- 
tion and capacity of Alamo 
Dorward Rotary Power Heads 
are Simplicity and Strength. 





Engineers have pronounced 

the Alamo Dorward Rotary 

Power Head a _ remarkable - 
achievement in machine de- a er = 
sign, combining all of the NEZ, 
features that have so long | 
been sought in devices for 

operating deep well and all 

other types of reciprocating 

plunger pumps. 











Ask us for all the information and prices on 





a highly profitable and efficient power head | oisiediais 
anes ; | Top picture: Fred M. Quinlan of St. Petersburg, state 
Can be had in complete range of SIZES. | president. Middle row: C. B. Perkins of Lakeland, 





| state vice president; George H. MeGhan, Jr., of Tampa, 
} past state president; W. R. Jester of Miami. Bottom 

| row: Mr. and Mrs. Geerge B. Shaw of Tampa; R. C. 
1 Ellis of Winter Haven 
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Niedecken Shower with the easy 
clean Niedecken Shower Head. 


DOMESTIC ENGINEERING 


PATENTED 




















Illustrating spray of the new 


Niedecken Shower Head. 


ILLUSTRATING THE REMODELING OF A HOTEL 
Increasing the Capacity 150 per cent 
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REMODELING NO.336 
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In this hotel operation two rooms were rearranged into five rooms each 
equipped with a modern bathroom 2 ft. 8 in. x 7 ft. 6 in. by using the 


Niedecken Shower Stall. 


Write for Bulletin P. D. 10X 

















The Niedecken Shower Stall is leak 
proof and complete with Niedecken 
Shower. 


THE EXTRA BATH ROOM 
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Suggestions for the extra bath room in 
the old or new home. 


HOFFMANN & BILLINGS. MFG. Co. 
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Mention Domestic ENGINEERING when writing advertisers. 
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Use Kennedy Products on your next pipe fitting job R) 
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Standard Iron Body 
Gate Valve 


a gid 
Vl Vere ae ee 


There’s a Kennedy type for every 


June 30, 1928 


valve and fitting requirement 


NE of the many advantages of standardizing on 
Kennedy Valves and Fittings is the completeness of 

the Kennedy line. The wide range of sizes of gate, globe, 
angle, and check valves, in bronze, iron body, all iron and 
steel, for steam, water, air, oil or gas at low, medium or high 
pressures, together with the many types of malleable iron 
and bronze pipe fittings manufactured by Kennedy provide 
a selection for practically every plumbing or heating job. 


Each Kennedy product is designed with special reference 
to convenience and economy of installation and depend- 
ability of operation. Kennedy Valves and Fittings help 
speed up pipe fitting jobs by their clean, sharp, accurately 
cut threads and freedom from flaws, and once on the line, 
the experience of thousands of pipe fitters testifies to 
their excellent design, sturdy construction, and lastingly 
satisfactory service. 


THe KenNeDyY VALVE 
Mro. Co. Exsana. NY. 














Radiator Valves 
Hot Water Type 


Steam Type 


New York Boston Philadelphia Cleveland Atlanta 
Salt Lake City El Paso Los Angeles 
Seattle 


Chicago 
San Francisco 





Back-Water 
and Sewer Gas 
Valve 


























Send for 
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Memphis Entertains 46th 
Annual Convention 


(Continued from Page 46) 


Other work of the bureau, Mr. Creviston said, has been 
to promote technical research, to give vocational training 
and to be of help in business administration—accounting, 
management and the like. The bureau’s field force has 
been increased. A west coast office has been established. 
The Philadelphia campaign is performing its purpose as 
more or less of a laboratory experiment. In all ways, Mr. 
Creviston stated, team work is guiding the interests of the 
bureau, and, with the master plumber’s and heating con- 
tractor’s help, it is going ahead on such lines. 


HOME MODERNIZING 
N the absence of Walter J. Kohler, his address on the 
home modernization movement was read by Herbert 
Kohler. In this paper it was pointed out that of the 26,- 
000,000 homes in the United States at least half are not 
modern. They are in good shape in many ways but their 
owners have not kept them modernized. To modernize 


them is a big job and one which represents a great op- | 


portunity for business. It is so big an opportunity that the 
Plumbing and heating industry, in the opinion of Mr. 
Kohler, can not adequately go after it alone. Accordingly, 
a call was sent out to all building industries by the plumb- 
ing and heating industry, the result of which was the 
organization of the Home Modernizing Bureau, representa- 
tive of all the building lines. 

This bureau has been in force for two months, Mr. 
Kohler explained. It has a full time director and two 
field men and has drawn up and made available a com- 
plete campaign with full instructions as to how to get a 
home modernizing movement started in a town. Mr. 














LOUISIANA | 
Top row: C. J. Brewer, T. E. Hodges, L. B. Roach, local | 
president, and F. L. Rosenblath, all of Shreveport. 
Middle row: L. Oppermann, O. P. MeGregor and E. H. 
Loubat, all of New Orleans. Bottom row: William 
Maher, president, New Orleans association; CC. A. 
Hunter of Alexandria City, state vice president; L. C. 

DeLeon of New Orleans, state secretary 
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Taking a tip from Sir Isaac 


Many years ago, a falling apple 
bounced off the cranium of Sir 
Isaac Newton. Promptly the scien- 
tist called for his stenog and dicta- 
ted to her the law of gravity. 


Taking a tip from Sir Isaac, the 
designer of Red Top Relief Valves 
made good use of the gravity 


principle. A simple sure-operat- 
ing valve was the result, a valve 
automatically opened by pressure 
in the system, and automatically 
closed by gravity when adequate 
relief is given. 


So positive is its action that the 
Red Top Relief Valve bears the 











—_ official approval of America’s fore- 

] most testing organization, the 
Underwriters’ Laboratories, Inc., 
as well as State and Municipal 
Boards of Water and Boiler In- 
spection 





Send for descriptive folder. 


Neptune Meter Company 
50 E. 42nd St. New York, City, N.Y. 


Branch Offices in Principal Cittes 














Red Top Relief Valve Model 
No. Bs Approved by the Under- 
eriters’ Laboratories, J nc. 
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Dehn’s Auto- 
matic Water 
Softener and 
Scale Remov- f 
er does away }— 




















NO 5-%"=! - - 
aS fe a 
with accumu- &—— No e-tis ———4 


lations of any Fig. 18. No: 8 2cioc Cumpoum) Inet 
sediments in 

heaters, range coils, water backs, fur- 
naces and tanks. It delivers an always 
dependable supply of uniformly soft 
water, ready for all uses. 


Ask for our catalog today. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D. North Laramie Avenue, Chicago, Illinois, U.S.A. 


Originators, designers and sole manufacturers of 


1) 1928 INIT 
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Beware of 
Imitations 


Look for the yel- 
low label and 
Midland name on 
every Flashing. 
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EVERY MIDLAND FLASHING is individually 
inspected before it is passed to the shipping depart- 
ment. 


That is the reason why MIDLAND FLASHINGS 
are 100% satisfactory. We have never heard of 
one that failed to deliver’ satisfaction. 


You can buy them and install them with the as- 
surance that once on the roof, that job is finished 
forever. 






Your jobber can supply ‘you. 


Midland Metal Mfg. 
Company fi: 


Kansas City, Mo. and 
*Newark, N. J. 


The equipment for producing Midland flashings has been fully protected by U. S. Letters patent. 


June 30, 1928 











ey yee 


CSE Or ape tos on 


Duty 


June 30, 1928 DOMESTIC ENGINEERING 131 








Kohler pointed out that the movement included apart- gaa ema anata 
ments, stores and other types of buildings as well as | ae 
homes. He told the convention that home modernizing 
movements had already been started in Kansas City, 
Topeka and Omaha, and that other cities were planning 

to get under way on campaigns. 

Mr. Kohler concluded by urging all to learn about the 
movement and start it in their home towns. He said that 
home modernizing increased property values more than the 
cost of the modernizing and that the building industry, 
second now only to agriculture in volume of business done, 
could expand greatly through this home modernizing move- 
ment, which he called a super-selling effort. 

As soon as Mr. Kohler finished reading his paper, it 
was moved that copies of it be printed and distributed | 
to all delegates. 


HOSPITAL PLUMBING | 
OME of the delegates called a paper read by Joseph 
S W. Cannon, Chicago, Ill., one of the most important | 
pieces of information presented at the convention. It was || 
in regard to an investigation made by Dr. Kegel, health | 
commissioner of Chicago, as to causes of infection in post- | 
operative cases in hospitals. Mr. Cannon’s paper indi- 
cated that infection was prevalent to such an extent in 
hospitals that it demanded serious study, and Dr. Kegel’s 
findings were that it was due to plumbing, in that ade- 
quate disposal of diseased water was not permitted in MICHIGAN 
methods of installation of some fixtures. A discussion | Tep row: E. P. Schuur of Kalamazoo; C. J. Schuur of 
of this condition, based on Dr. Kegel’s investigation, ap- ] Detroit. Middle row: Mrs. A. H. Snyder of Detroit; 
— ee : : , 9 8 D. M. Kenney of “Domestic Engineering”; Mrs. L. J. 
peared in “Domestic Engineering” in the issue of June 23. | Esslinger of Detroit. Bottom row: L. F. Hammill, 
The significance of this paper, as indicated by the dis- William A. Johnson, state secretary, Mrs. William A. || 
cussions thereon after Mr. Cannon had concluded, was Johnson, Mrs. Nellie Johnson and Robert Johnson, all | 
that here is clear evidence of the importance of the of Kalamazoo | 
plumber in protecting the public health. John H. Keane, (|_ — | | ! 
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ut the boiler water 


ine in good hands 


HE boiler without a duplex feeder is as frail as the human memory. 

Forget once to turn the feed valve on at the right time, and it means 

cracked sections or a burned boiler. Forget to turn it off, and it means 
flooded boilers and cold buildings. 


There is business and profit for you in that simple fact. The new M°Don- 
nell & Miller Self-Cleaning Duplex Feeder offers the device that will do 
the remembering for the boiler owner and pay you a good profit. 


New in everything but experience 


Here is the first feeder to have rotary self-cleaning valves—the first feeder 
to have adjustable water levels and ditterentials—the first feeder to give 
serge performance without cleaning regardless of the hardness of the 
feed water. 


The “Rolls Royce” of feeders— 


When you look at this feeder you see a totally new standard of feeder 
design and construction. It has only one float—only one moving unit. The 
feed water does not enter the feed chamber but is fed with full city pressure 
behind it, exactly as if the feed valve were manually operated. The fewer 
parts are made with machine-tool precision. Each feeder is factory tested 
under actual operating conditions before shipment. It is built for continuous 
unfailing service—and gives it. 


Facts that you should have— 


The interesting description of the operation of this new feeder, 
also capacity curves and installation data are covered in a 
new 8-page booklet. Just mail the coupon for your copy. 


McDONNELL & MILLER 


400 N. Michigan Ave., Chicago 


M<DONNELL & MILLER 


SELF-CLEANING 
Duplex Feeder 


”” 2 lad 
Doing one Y th ing well 
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McDonnell & Muller 
400 N. Michigan Ave., Chicago 


Denn gine » ’ - ; _ , 
Please send 8-page booklet containing capacity curves and other data. 
Name and title 
Address cece 
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MISSOURI 

Top row: August Meyer and D. C. Cunningham, both 

of St. Louis; Mr. and Mrs. W. C. Kerwin of Joplin. 
Bottom row: F. J. Murphy and J. A. Lynch, both of 
| St. Louis; Mrs. A. D. MeCullough and Mrs. D. M. 
Thomasson, both of Carruthersville | 























Pittsburgh, Pa., moved that a copy of the address be 
sent to manufacturers of hospital fixtures and, also, be 
referred to the standardization committee of the asso- 
ciation, a motion which was adopted. W. J. Flynn and 
Frank J. Fee, both of New York, N. Y., also urged that 
this subject be widely broadcast and suggested that the 
president of the association write Dr. Kegel, thanking him 
and putting the resources of the National Association of 
Master Plumbers at his disposal in fighting infections due 
to faulty plumbing. E. L. Penfrase, St. Louis, Mo., was 
another who thought this paper highly important, believ- 
ing that the subject matter would cover sterilizing fixtures 
in all doctors’ offices as well as in hospitals. 

An address given by Dean C. B. Connelley, director of 
industrial relations at Carnegie Institute of Technology, 
Pittsburgh, Pa., centered on “‘The Future for the Man in 
the Plumbing Industry’”’ and was one of the features of 


the Wednesday afternoon session. Dean Connelley in his 








talk said, “‘I feel that if the public realized what the great 
institution of master plumbers is doing in the interests of 
sanitation and civilization there would be no doubt as to 


the advancement of the industry’’ and that almost every 


institution that has just gone along is awaking to the 




















MISSOURI 
Top row: Richard Kuehne, William Kuehne and Mr. 
and Mrs. H. H. Schlapprizzi, all of St. Louis. Bottom 
row: Mrs. and Mr. W. J. Ernst of Kansas City; Mrs. 
and Mr. L. MeNamara of St. Louis 
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NE washer in the hand is worth a $ross in the 

warehouse --- when the plumber needs it: 
AMPINCO shower and bath units are packed in 
cartons complete in every particular. No time oe 
wasted looking around for missing parts. No tem- eed 
per lost trying to make things fit. Each detail is Bae: 
the finest that careful workmanship and constant ote 
study make possible. The time the plumber saves gt 
installing AMPINCO is only one of the economi- Fyh hg 
cal features of the line. Users find that the life of 8 ee ay 
AMPINCO is exceedingly. long ---the maintenance eRe aa 1EN 





; I: 2. Nhe A “yl! x “ie . 
j ree Pere ee et CAL 
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“When I started to use AMPINCO 18 WEEN 
; . ONY Poke Sy RR ete 
fixtures, I gave up cussing. Every- ih ¥ KS ney win | 
. ° be : 4 . 2 Sf 72 6 08, : 
thing comes ready for assembling s eh (ics. rei i 
and everything fits. They makea SOV RID I alk ee 
job about as simple as rolling off ee, BS 
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A SCOVILL PRODUCT 


Scovill means SERVICE to all who require parts or finished products of metal. Great 
factories equipped with modern machinery, laboratories and skilled workmen are at 
your disposal. 
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Foeitg ey eB No. 13008 

\e4.. +, * SS bug ™ . 
RS res Concealed Overrim 
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Pepe aA AD Tub Supply Fixture 
Kok, ok eee 24} re + . 
2 eae ~The AMPINCO line of bath supply and 


PRS er Re waste fixtures offers wide choice in cast 


Ve “gare? > 2 
RED OF eae ae 


® 


fe Re deg aan or wrought models for both exposed and , 
SEQ yy concealed jobs. Allare designed to con- 
form with modern ideas of bathroom ap- 
pearance and to stand the test of time. 
Slip joint connections simplify installation 
and provide accurate fit on any tub. 


Among the distinctive features in the 
AMPINCO line is the concealed overrim 
tub filler—as illustrated by No. 13008. 
Concealed bath supply and waste fixture 
No. 13014 has heavy cast bottom strainer. 
For free illustrated catalog, write The 
American Pin Company Division, Scovill No. 13014 


Manufacturing Company, Waterbury, Concealed Bath Supply 
Connecticut. and Waste Fixture 
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VIRGINIA 
W. E. Coley of Norfolk, state president; C. F. De La 
Barre, executive manager of the Norfolk association; 
John J. Shanahan of Norfolk 


























fact that it must do better. “That is what Carnegie with 
its modern equipment is exerting every effort to do, with 
the young men that are sent there,’’ said the dean. Con- 
tinuing, he said, ‘‘You have no notion of the amount of 
effort that is required in starting this work’”’ and pointed 
out the handicaps that existed where college entrance 
examining boards are concerned. He said that he has 
finally completed arrangements for a revision in the 
system that will work out satisfactorily. The next step, 
according to this educator, is to get the public schools to 
give boys the proper pre-training by teaching more in a 
technical way and revamp the system of counts so that 
they are uniform. Commending the work of the women’s 
auxiliary, the dean urged the master plumber to keep on 
his toes so that the movement will gather greater mo- 
mentum. 

Eulogizing the dean, Frank J. Fee said, “I hope he lives 
long to spread the light with others as he has with us.’’ 
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It was also Mr. Fee that was responsible for the rising 
vote of thanks accorded Dean Connelley. 
“Pipe welding in the plumbing and heating industry” 











MINNESOTA 





Top row: Mrs. Axel Peterson; Axel Peterson of St. | 
Paul, state president; Mrs. W. F. Chapman of Min- 
neapolis. Bottom row: H. Merwin Porter of Minne- 
apolis, chairman of the national educational commit- 
tee; Mrs. Potter, Mrs. Fred A. Beier of St. Paul; 
Thomas F., Shea, secretary of the St. Paul association 1 

it 











was covered by W. C. Peacock of the applied engineering 
department of the Air Reduction Sales Co. In his paper, 
Mr. Peacock outlined the practical problems involved in 
















Reduces air pockets due to the 
higher pressure carried and 
consequently speeds up circu- 
lation. This feature is natur- 
ally a great fuel saver. 


nS (Md y 
‘IT'S AUTOMATIC - 


Made Entirely of Bronze 


The NEW Cash Acme Auto- 
matic Pressure Control is made 
entirely of bronze and combines 
those features for pressure con- 
trol service on hot water heat- 
ing plants that have long been 
sought by the trade. 


It does away with the costly expansion tank; is fully auto- 
matic; increases heating efficiency as much as 50%; is 
easily installed and entirely dependable. Your cus- 
tomers willwant the Cash Acme Automatic 
Pressure Control— sell it to them. 


A. W. CASH VALVE MFG. CORP. 
616 North Water Street 
Decatur, Illinois 































Completely replaces the ex- 
pansion tank and tank piping 
with a compact, automatic 
unit that requires no watching 
or worry. Less in cost. 
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Mic ALEAR 


Radiator Hanger Cuts 
Labor Costs 


ONE TYPE FOR ALL 
CONDITIONS 


FULLY ADJUSTABLE 
ON THE JOB 








The McALEAR RADIATOR 
HANGER will meet every 
installation requirement — 
hanging any radiator either 
134” or 214" from the wall— 
with or without baseboard. 


The McALEAR HANGER— 
fully adjustable, with heavy 
steel brackets and reinforced 
malleable iron hooks, will 
hang any radiator straight and rigid. 


The McALEAR is a one bolt hanger, making instal- 
lation easier and quicker. 





Attractive proposition on quantity orders — send 
your list now! Write for bulletin “‘R-1.’’ It 
gives the whole story. 


1901 S. Western Avenue 
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The ““EDELCO” 





Easy to 
Install 


Readily 
Accessible \l 





MODEL “T” TRAP 


Now you have a doubly strong selling argument to 
make your customer — turn that extra closet into a 
bathroom. With the ‘‘Edelco’’ Trap it is not 
necessary to tear up the flooring for installation. 
The ‘‘Edelco”’ is easier to handle—easier to clean 
and it is an all around good trap. 


Order it from your jobber or write us. 


EDEL MANUFACTURING COMPANY 
3030 Frankford Ave. Philadelphia, Pa. 


Me Oooooocoo mm 
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KENTUCKY 
Top row: Frank J. Lavanier of Covington; John E. 
Kennedy of Ludlow. Bottom row: A. D. Burger, 
A. J. Dick, W. R. Seestadt, John L. Zehnder, A. J. 
Walker and R. A. Layer, all of Louisville 


























the application of pipe welding, discussed the different 
types of welding joints and the proper method of pro- 
cedure in handling welding work. He outlined the advan- 
tages of a welded system and urged the appointment of 
the committee which could work with the other elements 
in the welding industry to make sure that standard prac- 
tices were developed and followed. 

A paper by Joseph Berger, which had previously been 
read at the Connecticut state convention, and in which 
problems of merchandising of today are discussed, was 
read during this open forum. 

Samuel F. Wilson of Newark, N. J., former national 
president, reported for his committee, which had been 
named in response to a suggestion at the Minneapolis 
meeting. This committee had gone to national headquar- 
ters at Albany, N. Y., and gone over carefully all of the 
records and papers, destroying useless papers which had 
accumulated, and recommending that those of importance 
or interest which were saved be permanently bound for 
better safeguarding. 

Vice President Jere Sheehan reporting for the com- 
mittee selected to develop a slogan for the national asso- 
ciation, of which committee Robert H. Pflug-Felder of 
Philadelphia is chairman, said that 375 suggested slogans 
had been submitted following the announcement in the 














NEW YORK 
Mr. and Mrs. Alex Beckerman of New York City; 
Robert Drake, Betty Drake and Mrs. George H. Drake 
of Buffalo 
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150 Pounds Pressure ¢ 


CRANE VALVES gpemrmnen 




















Crane Many Purpose faucet, C 32769, with swinging spout and spray. The hot and cold china 
handles control and temper the flow. The center one directs the water to either the spray or spout. 


\ \ ) ’ A handy helper 
. 

N , e for the kitchen 

The new Crane Many Purpose faucetis hold economics experts have demon- 
an ingenious and compact combination _ strated that sucha spray’is an invaluable 
of all the factors that save time and work help in washing, rinsing, and drying 
in the kitchen. Its good points are so. dishes;in preparing vegetables; in spray- 
apparent at sight, that the photograph ing flowers and plants. 

above practically tells the entire con- [ts pleasing line and general design are ex- 
vincing story of its usefulness. pressive of the mechanical sturdiness 
To the well-known advantages of the whichinsures many years of untroubled 
swinging spout which supplies running service. The appreciation of women in 


tempered water, is added a convenient whose homes you install this handy helper 
soap dish and an efficient spray. House-_ will aid in building good will for you. 


CRANE 


Address all inquiries to Crane Co., Chicago 
GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
Branches and Sales Offices in One Hundred and Sixty-two Cities 
Nationa! Exhibit Rooms: Chicago, New York, Atlantic City, San Francisco, and Montreal 
Works: Chicago, Bridgeport, Birmingham, Chattanooga, Trenton; Montreal, and St. Johns, Quebec; Ipswich, England 
CRANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO, MEXICO CITY, HAVANA 
CRANE LIMITED: CRANE BUILDING, 1170 BEAVER HALL SQUARE, MONTREAL 
CRANE-BENNETT, Lrv., LONDON 
CIE CRANE: PARIS, BRUSSELS 

















Mention Domestic ENGINEERING when writing advertisers. 
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He AINER, PRESSURE 
GOVERNOR ~ 


FOR HOT WATER HEATING SYSTEMS 































The Kainer Pressure Governor is giving entire 
satisfaction and living up to every claim for 
economy and reliability that we make for it. 
Heating contractors everywhere are specifying it for 
every hot water job they install or repair. 
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Manufacturers of Plumbing and Heating Specialties 





Se Ce ee 





June 30, 1928 DOMESTIC ENGINEERING 139 








trade papers of his committee’s desire to receive an appro- 
priate slogan. After study of these suggestions, the com- 
mittee decided to ask for additional slogans and the 
convention voted its approval of the committee continuing 
its work. | 

At the very beginning of the proceedings after the 
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CONNECTICUT 
| R. T. Rock of Bridgeport, member, standardization 
committee; Mrs. and Mr. A. A. Mills of New Britain | 





| 
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massed bands of Standard Sanitary Mfg. Co. and Kohler Co. 
had escorted the delegates to the auditorium, George 
Frank, Buffalo, N. Y., in behalf of the New York state 
association of which he is the head, presented President 
Nolan with a silver mounted gavel. 

The invocation was pronounced by the Right Reverend 
D. J. Murphy, after which F. A. Burmeister, former presi- 
| dent of the Tennessee state association, welcomed the 
members in behalf of the state body, and Percy R. Todd, 
president of the Memphis local, extended the greetings of 
his organization. 

The Hon. Watkins Overton, mayor of Memphis, in the 
course of his felicitations, said he hoped the program 





GEORGIA would result in improvement in the industry and eliminate 
Top row: Frank Campbell of Augusta, state presi- at least some of the cut-throat competition which is the 
dent; C. W. Elsroad of Augusta; Thomas H. Craige of ruination of business. Jere Sheehan, Jr., responded to 


“Domestic Engineering.’ Bottom row: Charles War- 


ner, Ruth Warner and Mrs. Charles Warner of Atlanta Mayor Overton's greetings. 


Mrs. James L. Evans, Memphis, Tenn., directress in the 
J} national women’s auxiliary, warmly added the welcome of 


Becker-Marsden Co. * y 
Increases Sales 
In 1927 over 1926 — O G 


What wonder- 


ful performance 
Domestic engineers owe it to themselves and their clientele 


records Hardinge fuel oil 
burners are making in thou- 
sands of domestic installations! 
to be fully conversant with the oil burner which has so definitely 


Operating economies, apparent life-time 
demonstrated its supremacy. 





















































Hardinge 
Dealer 











service capacity and all around efficiency con- 
tinually inspire letters of appreciation from users. 


Write for full information. Consult us regarding our dealer franchise. 


HARDINGE BROTHERS, inc. 


Manufacturers of Precision-Built Machines for 38 Years 


Factory and General Offices: 4149 Ravenswood Avenue, Chicago, Illinois 
Factory Branches: CHICAGO, Michigan Ave. at Ohio St. BOSTON, 839 Beacon St. 
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The real factors of Badger 
Boiler manufacture should in- 
terest you because they will 
help you in your selection. 


The shell of Badger Boilers 
is extra heavy. This means 
they will stand extra work 
and extra pressures. 





















































ALL COPPER 
BOILERS 


Every Boiler turned out of the 

E. B. Badger Plants is measured 

and tested in all conceivable 
ways to fit the standards Badger 
manufacture has established. 








The coils are of fine sturdy 
copper. Built to endure and 
When you use a Badger Boiler to afford the maximum in heat 
you derive not only the benefit radiation. 

of our years of experience but 
the assurances of our high stand- 
ards as well. 





























Badger Boilers are designed 
correctly. They are the re- 
sult of years of experimenta- 
tion. 
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Write us for details and ask 
our engineers to help you 
solve your boiler problems. 
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63-75 PITTS STREET, BOSTON, MASS. 


101 PARK AVENUE 2831 SO. PARKWAY 
NEW YORK CHICAGO 
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ifferent | Be | | : 
Lake City; J. Frank Scott of West Kelso, president 


r 
of the Washington state association. Bottom row: Bette 


R. D. Evans and E. G. Harris, both of Salt Lake City; 1 Ss 
Cc. R. King and J. E. Moore, both of Tucson, Ariz. 


Moon Ups: 
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WASHINGTON—UTAH—ARIZONA 
Top row: H. H. Bockholt of Salt Lake City, state 
president; William A. Bywater, national director, Salt 
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the Tennessee women’s group, making special reference to z 
the ladies present. Mrs. E. D. Hornbrook, who instigated 7 
the national body of women, in acknowledgment referred 3 
back several years to conventions at which few women 
were present and pointed to the tremendous progress that 
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UDELL 1 Control to Tub or Shower. 
1 Control, Cold, Warm, or Hot. “i 


| Nasal 














2 Controls — THAT’S ALL! 
The ‘New 
MIXO 


TUB and SHOWER Combinations 


| have the only practical, workable mixing 
|. valve in the world,— 


The 


MIXO 


We ve cut the working parts to a MIN- if 




















| || IMUM— | 
; We've cut the manufacturing cost to a 

(||) MINIMUM— 
: ‘|| But~ | 
| We've elevated the quality toa MAXI- al 
| “Ask for Catalog FS-12” ; 


; PURSE VANEA | . 
[| prenttent” Second 'row! Sumer Ht, Tate et are Milwaukee Flush Valve Co. 
% | risburgz, W. H. Fritsch of Pittsburgh, and ogee | MILWAUKEE, U. S. A. 





Keane, secretary of the Pittsburgh association. 
row: Paul R. Diller, John L. Bachofer and G. E. 


Rothenberger, all of Reading. Bottom row: Harry B. “WE SELL THRU GOOD 


| Lents, George Moeller and Robert G. Weir, all of 


Pittsburgh JOBBERS EVERYWHERE” 
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has been made toward making them a part of meetings. 

President Nolan in behalf of the national body pre- 
sented the dean of the women’s organization with a basket 
of flowers. 

Joseph W. Cannon, Chicago, formally placed a number 
of communications on file when he read them to the meet- 
ing. Among these were letters and telegrams of regret 
from D. F. Durkin, Jr., Philadelphia, former national 
president; J. A. Quinn, Miami, Fla.; George T. Noyes, 
Presque Isle, Me., and James G. Gillespie, Boston, Mass., 
the latter two presidents of their state associations. 

A number of the leading manufacturers were presented 
from the speakers’ platform among whom were C. B. Nash, 
advertising manager, Standard Sanitary Mfg. Co.; C. W. 
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Wanger, president, Woodward-Wanger Co.; Charles R. 
Crane, 2nd, assistant vice president, Crane Co.; A. B. 
Pierce, vice president and general manager, N. O. Nelson 
Mfg. Co.; Adolph Mueller, president, Mueller Co., and 
Walter Kohler, Jr., Kohler, Co. 

Walter Klie, Cleveland, Ohio, president of the Heating 
and Piping Contractors National Association and delegate 
from his state to this convention, brought the greetings of 
his heating organization to this meeting. He stressed the 
value of and necessity for organization work, and re- 
marked that the two associations—that of the heating 
contractors and that of the master plumbers—were closely 
tied together in their interests and activities. 


(To be continued) 


Resolutions Adopted at Memphis Convention 


Resolution No. 5 

At a meeting of the board of directors of the Connecti- 
cut State Association, June 14, 1928, the following reso- 
lution was adopted: 

Resolved, That our delegates to the National Associa- 
tion meeting at Memphis, present the following resolu- 
tion for adoption or consideration: 

Resolved, That we voice our protest against the char- 
acter and scope of the national advertising campaign 
of published estimates of unit price on house heating 
installation, and, 

Be It Further Resolved, That the publication of unit 
price has a misleading effect on the public mind, as to 
actual costs of guaranteed heating equipment. 

Resolution No. 6 

Your Edueational Committee submits the following 
resolution to amend the constitution so as to admit to 
membership men engaged in plumbing business in terri- 
torial or insular possessions of the United States: 

Whereas, Certain persons are now engaged in the busi- 
ness of plumbing and who reside and carry on such 


business in possessions of the United States, which are 
not a part of any of the states which comprise the United 
States of America; and 

Whereas, These certain persons desire to affiliate with 
our National Association and cannot do so now, because 
of their place of residence and business: 

Therefore, Be It Resolved, That we amend our by-laws 
by the adoption of this resolution, which provides that 
wherever the word “state” appears in the by-laws, it 
shall be construed to mean any “state,” “territory,” 
“possession,” or “other geographical section” which is a 
part and parcel of the land comprising the United States 
of America and its possessions. 

Resolution No. 7 

Writers and experts in economic law governing busi- 
ness operations universally agree that all lines in com- 
merce and trade are compelled to adopt changed and 
more modern methods of business control of its affairs. 
Believing this to be true, we,- your trade relations com- 
mittee, offer to this convention the following resolution 
for your earnest consideration: 











Guaranteed 
3 Years 


DUR-A-BAL 


Careful study of the points of wear and distortion of tank balls preceded 
the development of the Dur-A-Bal. Into it have been built the features 











Guaranteed 
3 Years 


which assure you a tank ball that will meet everyservicetest it is subjected to- 


The Dur-A-Bal is made of genuine 
pure gum rubber throughout. It 
will not swell, elongate, collapse 
nor become distorted and _ will 
withstand the action of alkaline 
waters. 


The Dur-A-Bal is of one piece 
construction thus eliminating the 
possibility of seam separation. 





The semi-flexible concaved top 
automatically allows the Ball to 
adjust itself in the outlet valve in 
case lift wire should be out of 
alignment. 


The bottom is spherical in shape 
and permits of a full seating sur- 
face on all style valves. The Dur- 
A-Bal will operate efficiently under 
high or low water pressure. 


Attractive two-color counter 
display acts asa silent salesman. Made in two sizes 


21/)"and 23,4”. 


Guaranteed 
3 Years 


CHICAGO 


Your jobber can supply you with Dur-A-Bals and you will be surprised 
at the reasonable price such an excellent tank ball can be purchased for. 


Lavelle Rubber Co. 


Guaranteed 
3 Years 


ILLINOIS 
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BURKS 


ok ly one UMP 
part 
‘A Life-Timme of o- 















HE pump question is a pretty serious question with 
some people. You cannot blame your customers for 
getting sore if the pump they have (and maybe you 

sold it to them) gets out of order and they are without 
water until it is fixed. 


The Burks Super-Turbine Pump is very simple in construc- 
tion. It is free from gears, springs, idlers, etc., to wear. 
cause trouble and require replacements. It is easily in- 
stalled —the connection of a couple of wires and pipes 
and the job is finished — FOREVER. 


And remember — your profit on the sale of ONE Burks 
Super-Turbine Pump is as much as the profit on TWO 
sales of the average low-priced pump. 











Send for complete literature describing this pump in 
detail. 





Decatur Pump Company 
632 E. Cerro Gordo Street Decatur, Illinois 
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TYPE 33 


THE WATTS | 








| 




























PRESSURE RELIEF VALVE PRESSURE REDUCING VALVE STRAINER 


What it Means to the Heating System 


The Watts Hot Water House Heating Unit Type 33 makes the heating plant 
automatic. It is economical because it increases the speed of circulation 
in the system v’hich is at once reflected by the size of the coal pile. It 
is a comfort pecause it automatically regulates the required make 
up water not only the amount but also the pressure and so relieves 
the home owner of worry and responsibility. It is safe 
because pipe scale, rust particles and dirt cannot enter the 
system, and excessive pressure is prevented by the 
Relief Valve that has been approved by the 
National Board of Boiler and Pressure 
Vessel Inspectors as A. S. M. E. “STD.” 


ST Foy | (DOTTED LINES SHOW BASEMENT EXPANSION 
USE OF AIR \. Tank AS PREFERRED BY SOME HEATING 

) TIGHT TANK ‘' ENGINEERS. PIPING MAY BE MADE UP 
' OPTIONAL fe TO EITHER BOTTOM OREND OF TANK 


‘ 2° RELIEF VALVE. 
oo: coos Op Seeeenooeerees 2) ING VALVE 
e 7 STRAINER 















Write us for com- 
plete detailed in- 
formation regard- 
ing our complete 
line of plumb- 
ing special- 
ties. 


Watts Appliances are 
made especially for 
correcting heating 

faults. Tell us your 
problem. We will 
be glad to ad- 
vise you. 












































\V Watts Regulator Gompanv 


lawrence Mass: (Est los" 
JOHN,G. KELLY, Inc., Sales Representative, 210 E. 45th Street, NEW YORK, N. Y. 
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_Resolved, Ii—That the incoming president appoint a 
committee of five, one of whom is to be the national pres- 
ident, to make a thorough investigation on the cost, 
maintenance, and location for permanent headquarters of 
the National Association of Master Plumbers. 

2—That a report be prepared in detail, showing ad- 
vantages and approximate cost to maintain a permanent 
office as compared with the present cost to operate our 
national office as now conducted. 

And also state in said report the selected location of 
said permanent office as the committee may agree upon. 

3—That said report shall be compiled and completed as 
herein described, and arrangements made to present 
same before all state conventions during the coming year 
for the express purpose of obtaining their approval or 
disapproval, and said decision by the state convention 
shall be transmitted to the special committee for proper 
tabulation and presentation at the 1929 national conven- 
tion for final adoption. 

4—That this committee study the certificate of incor- 
poration and by-laws and make investigation relative 
thereto as to necessary changes or corrections required 
in order to provide adequate means for the further prog- 
ress of the association along up-to-date business lines, 
and that the members of this committee report their 
findings and present their recommendations to the Na- 
tional Association at the annual convention to be held in 
1929. 

Resolution No, 9 
(From Standardization Committee Report) 

Whereas, The sub-committee on plumbing of the Build- 
ing Code Committee was given a limited work to ac- 
complish on “dwellings and similar buildings” only, and, 

Whereas, The sub-committee is now faced with the 
task of supplying data applicable to tall buildings, or so- 
ealled “sky scraper” construction, and, 

Whereas, Investigation must be undertaken to obtain 
the peak load data on drainage system of high buildings, 
therefore, 

Be It Resolved, That it is the sense of the National 
Association of Master Plumbers in convention assembled, 
that an experimental program for the purpose of obtain- 
ing such data as advisable would result in significant 
saving in the design of plumbing systems throughout the 
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Pi ~~ 
Keep these Features in Mind 


When you're in need of a laundry tray faucet of highest 
quality and greatest usefulness, remember the S & K Swing- 
ing Spout Laundry Tray Faucet. 








Heavy pattern with %-inch ‘ground joint’’ brass unions. 
Specially designed clamps, adjustable vertically or hori- 
zontally. Clamping bolts brass. Attachment of clamps are 
to the extended body, below swinging spout. Also furnished 
with ‘folding spout’’ for 3 part tub. 


Ask your jobber about it. 


Street & Kent Mfg. Co. ciictrm ave. Chicago 








PATENTED (ieee 


MAY 4, 1926 





















































ILLINOIS-TENNESSEE 


Top row: Dick Johnson of Champaign, president of 
the Lllinois association. Second row: John Fischer of 
Memphis, Tenn.; William Wittington, J. F. O’Flaherty 
and J. A. Schneider, all of East St. Louis, Ill. Third 
row: J. I. Riordan, T. H. Litvin, B. E. Lynam and 
A. C. Maderer, all of Chicago. Bottom row: H. T. 
Strenger of Lake Forest, C. D. Harris of Chicago, C. R. 
Moran of Highland Park and Perry Russell of Chicago 
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Murdock Pum 
with Cutless Rubber Bearings+\a 
eliminates Lubricating 
troubles -gives longer oon I 
more economical Service 


A 





Pro 
Dealer 


Ever 


rtuni 
ered a 


Your profit on this pump is all velvet, for it’s easy and 
cheap to install and requires no “after’’ free servicing. 


MODEL A—250 G.P.H.— 4% H.P. Motor—$ 85.00 list Add 810.00tolist 
MODEL B—310G.P.H.— 4% H.P. Motor—-$115.00 list price when other 
than 60-cycle A. 
C. or 82, 116 or 
230V D.C. motor 
Dealers — write for literature and discounts. 2 required. 


Murdock Pump Company 


Indianapolis ~~~ _ U.S. 


MODEL B 


E 
Murdock Oil-less Automatic 


Note the unusual capacity from small slow speed motor. 






































146 DOMESTIC ENGINEERING June 30, 1928 








. 
ee ee 














Ma sTERDIECES 
IN ART CHROME SNOo. 1 


The Concealed Valve Classic Sink Short valves directly behind the 
Fixture illustrated above is a splen- sink back and on the face of the 
wall (not imbedded in it) are 
unusually accessible, while the 
famous Chicago Faucet standard- 
ized, renewable unit construction 
guarantees long life and freedom 


trast between the enameled back- ftom leak annoyance. 
3 





did example of our new Art Chrome. 


The simple severity of the octag- 
onal design; the perfection of the 
chromium finish; the sharp con- 


ground and thechromiumlettering — Art Chrome is a complete new line 
of the adjustable index buttons of fixtures unrivaled in beauty and 
unite to form a strikingly effective fine, thoughtful workmanship. 
fixture that adds to the beauty of | Write for full descriptive infor- 
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the most colorful modern kitchen. mation. 
THE CHICAGO FAUCET CO. 
2700 - 22 No. Crawford Ave. Chicago 
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— |IART CHROME] | 
| GHICAGO FAUCETS 


hife Long Service ~ Life Long Lustre 
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DOMESTIC 


country, it is recommended to the Department of Com- 
merce that funds be appropriated by the Government to 
carry forward such a program by the Bureau of Stand- 
ards, and, 

Be It Further Resolved, That a copy of this resolution 
be forwarded to the secretary of the Department of Com- 
merce, Washington, D. C. 

Resolution No. 10 
(From Board of Directors) 

Whereas, The National Association of Master Plumbers 
of the United States, and each and every member of the 
association, was perpetually enjoined, restrained and pro- 
hibited by the United States of America, from directly or 
indirectly engaging in or carrying into effect anything 
which would prevent the free and unrestrained flow of 
interstate and foreign trade and commerce in plumbing 
goods from the manufacturer and wholesale dealer to the 
consumer, or from the manufacturer and wholesale 
dealer to the retail dealer, master plumber or installer, 
or from the retail dealer, master plumber or installer to 
the consumer, by final decree entered May 19, 1917, in 
the District Court of the United States for the Western 
District of Pennsylvania, and, 

Whereas, There is a possibility that some of the ac- 
tions, plans, policies, resolutions, or other activities of 
our association, since May, 1917, and up to date, may be 
interpreted by our government to be in conflict with 
this restraining order, and, 

Whereas, It is the intent and purpose of the National 
Association of Master Plumbers of the United States to 
conduct all of its affairs in strict compliance with all 
laws of the United States, and particularly with respect 
to those orders set forth in the final decree entered May 
19, 1917, 

Now, Therefore, Be It Resolved, That no actions be 
taken by our association on any plan, policy or resolu- 
tion bearing on trade relationships, unless these actions 
shall have been previously approved by the various gov- 
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MICHIGAN 
Top row: A. H. Snyder, president of Michigan associ- 
ation. Second row: W. A. Hyland, Jack Levine and 
J. S. Irvine, past national president, all of Detroit. 
Third row: L. J. Esslinger of Detroit, Charles A. 
Fischer of Grand Rapids, William G. Miller, president 
of Detroit association. Bottom row: Harry Sprenkle, 
Peter Charleston, Ed. Timm, E, E. Hobson and C. L. 
Tuck, all of Detroit 























MAKING IT EASIER 
TO SELL 
OIL BURNERS 














25 to 50 PERCENT SAVING 
IN FUEL 


Here is the secret of boosting your oil burner sales: 
Johnston Brothers have designed a boiler, espe- 
cially for oil burners that reduces fuel costs from 
25 to 50 percent, enabling you to overcome the 
high cost of operation objection that many 


buyers advance. 


Your oil burner and the Johnston-Oil-Burner- 
Boiler will make an unbeatable sales combination 
that will enable you to get many more names on 


the dotted line. It 
will pay you to in- 
vestigate the John- 
ston way to greater 
sales volume. Write 
us today for our 
catalog and special 
dealer proposition. 


JOHNSTON 
BROTHERS, Inc. 


Ferrysburg, 
Michigan 








sie a BroTHERS, INC., 


“errysburg, Michigan. 


Please send catalog and complete dealer's proposition to: 
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Patent Plumbing Fixtures 
and Duojet Water Closets 


ALINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets — Flush Valves — Self-Closing 
Basin Cocks—Combination Lavatory Fixtures—Pop- 
Up Wastes — Liquid Soap Fixtures, etc. 

Manufactured and Sold Exchusitely by 


THE IMPERIAL BRASS MFG. COMPANY 


1231 West Harrison St. CHICAGO 























YOUR FITTING PROBLEM 
IS SOLVED 
when yOusay | 


SQUARE GEES 


“BEE” 
Fittings 


DRAINAGE. GRASS 











MALLEAGBLE,CAST IRON 


THE GRABLER MANUFACTURING CO. and its subsidiary GRABLER-REPUBLIC, Ine. 
New York «++ +++ Chicago CLEVELAND, OHIO San Francisco « Los Angeles 








NORTH CAROLINA 
Top picture: Henry E. Longley, past national presi- 
dent and president of the North Carolina association. 
Bottom pictures: H. W. Miller of Asheville and Charles 
B. Douglas of Charlotte. Left: L. P. Paschall of Dur- 






















AEROFIN Soi 


Whatever you ’ve wished for in 
a Fan System Heating Surface 
you 'll find in Aerofin! 


Non-Corrosive —Compact—Lightweight 
Encased Units, installed quickly and cheaply 


Bulletins upon request to Aerofin Corporation, 750 Frelinghuysen Ave., Newark, N. J. 
25 to 350 Ibs. =) 


gauge steam 
Continuous Seamless Tubes 











Trap Screw 


FERRULES 


Richmond Trap Screw Ferrules 
are clean cut, uniform and per- 
fectly machined. They are the 

of long years of manufac- 
turing experience in the plumb- 


RICHMOND 


Feundry&Manufacturing Ce. 
RICHMOND, VIRGINIA 
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ham. Right: Henry Hackney of Charlotte 
ernmental departments having jurisdiction, and be it 
further 


Resolved, That the president and board of directors be 
directed to confer without delay, with the proper gov- 
ernmental officials, so that approval of the plans, policies, 
resolutions or other activities of our association may be 
obtained from the governmental departments having ju- 
risdiction, and be it further 

Resolved, That the final decree, entered May 19, 1917, 
Equity No. 151, in the District Court of the United States 
for the Western District of Pennsylvania, United States 
of America, Petitioner V. National Association of Master 
Plumbers of the United States et al., Defendants, be 
printed in pamphlet form and mailed to each member 
of our association, so that they may again become thor- 
oughly familiar with this decree, and he governed ac- 
cordingly. 











ILLINOIS 
Top row: William F. Hildeman of Chicago Heights; 


John Blair and E. Halverson of Chicago. Middle row: 

Fred A. Finder of Champaign; E .C. Wagner and E. E. 

Otto of Chicago. Bottom row: Mrs. and Mr. E. T. 

Hammond of East St. Louis; Stanley F. Loula of Chi- 
cago 
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THAT GREW FROM 


C[ He automobile, the airplane, the 
electric washing machine, the 
radio—these, and other great inven- 
tions and discoveries were reared to the 
full stature of public, usefulness and 
benefit because the spirit of their 
sponsors was too great—too stubborn 
to yield to words of discouragement. 


When Josam pioneered with newer and 
better ideas in the design and construc 
tion of drains many members of the 
trade were disposed to view the effort 
with undisguised skepticism. “Your 
ideas are good—in fact, too good. 
People don’t want drains as good as 
those you are making. What's more 
they won't pay the price!” But when 
the driving force of creative endeavor 
inspires man or an organization to the 
creation and development of products 
destined to render increased usefulness 
and service—words of discouragement 
cannot stifle their enthusiasm or turn 
them from their path. 





The Josam Line Includes: 


Swimming Pool Equipment, 
Swing 
Check Valves, Josam Open 
Seat Back Water Sewer 


Josam Drains, Josam-Marsh 
Grease, Plaster and Hair 
Interceptors, Josam-Instant 
Steam Water Heaters, Josam 


Josam Open 


21Sconte®® 


Seat 


How eagerly the industry has wel- 
comed the application of intelligence, 
inventive ability and designing skill in 
the development of drains is evidenced 
by the increasing importance that 
drains occupy in all kinds of structures. 
And in this march of progress Josam 
willingly pays tribute to the co-opera- 
tion of plumbing contractors. To a 
very definite degree, these co-partners 
deservingly share in Josam’s success 
Today, homes, apartments, hotels, hos- 
pitals, public institutions, office and 
factory buildings, schools, all types of 
structures enjoy a degree of drainage 
efficiency, with all its sanitary bene- 
fits, never before realized in construc- 
tion history. And Josam Drains—in 
the beginning referred to as being 
“too good to be sold’’—today are 
recognized as the standard of compari- 
son in quality, design and value. 


As a milestone marking an honorable 







72 pages ... more than 100 illus- 
trations — numerical, illustrated 
and alphabetical indexes—recom- 
mended uses—complete descrip- 
ticns and detailed drawings—sizes 
and weights of every product in 
the entire Josam Line — all con- 
tained in the new Josam Catalog. 


Valves and Josam Combi- 
nation Closet Fittings and 
Bends with Cast Closed 
End. 


record of service to the plumbing in- 
dustry, Josam is distributing a new 
catalog of its products. While previous 
catalogs have been looked upon as 
authoritative reference guides to drains, 
this new catalog “G” represents an 
entirely new standard of reference value 
and usefulness to plumbing contractors. 


This new catalog, Catalog “G,” is a 
record of 38 years of experience—it 
embodies products that represent the 
crystallized knowledge we have gained 
in designing, developing and perfect- 
ing a line of products that today are 
recognized as the “Standard of Amer- 
ica” in design, construction, efficient 
service and honest value. 





The Josam Manufacturing Co. 
Engineering Dept. 
4904 Euclid Bldg. + Cleveland, Ohio 


Factory, Michigan City, Indiana 
BRANCHES IN PRINCIPAL CITIES 


You should receive your copy of Cata- 
log ““G” within a few days. To make 
sure that your name is on our mailing 
list, just fill in the coupon today. 


Fill in end Mail 
TODAY 














_” 
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At Memphis, they hailed this 
Trico Plan... and took it back home 


not just a Franchise, but a Plan for building 
your business through TRICO Radiator Furniture 


Heretofore, you have had to do your own 
selling of radiator furniture. You had to call 
on the prospect, measure the individual 
radiators, carry the account, and make your 
own collections. 

This Trico Franchise Plan, which we will 
send you, shows how we have eliminated all 
that. Your profit is clean. Your commission 
comes direct from us. You have no selling to do. 
In contrast to other equipment of this type, 
there is no service, no maintenance cost. In 
contrast to many complicated sales and mer- 
chandising schemes, the plan is perfectly 
simple—the result 


of demand for radiator furniture. Buildings of 
all kinds, new and old—homes, apartments, 
offices, hotels, hospitals—want it. 

As the logical outlet for radiator furniture, 
the plumbing and heating contractor 1s en- 
titled to a share of this business. Now you 
can have it—through this extremely practi- 
cal plan, developed by the oldest and largest 
makers in this industry. 

You can make a real profit through this 
plan—others are doing so now. If you are 
not getting a substantial amount of profit- 
able business from this source, by all means 

investigate it. To 





of ten years’ experi- 
ence with heating 
and plumbing men. 

In your own lo- 
cality there’s plenty 


Gentlemen: 





Name 


TRICO, Ince. 


Formerly Art Metal Radiator Cover Co. 
1732 N. Kolmar Ave., Chicago, Ill. 


Send your Trico Franchise Plan which offers me a share in the radi- 
ator furniture business in my locality. 


protect your fran- 
chise while terri- 
tory is Open, write 
at once for the Trico 
Franchise Plan. 





Address 








D 
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THIS WEEK. _ 





AMONG MANUFACTURERS, WHOLESALERS AND SALESMEN 








BUYS NATIONAL CAST IRON PIPE CO. 


James B. Clow & Sons, Chicago, has just purchased a 
controlling interest in the National Cast Iron Pipe Co., 
Birmingham, Ala. The latter concern will continue to op- 
erate under its present name with no changes in policy or 
personnel. The National Cast Iron Pipe Co. was incorpo- 
rated in 1912 and manufactures cast iron water and gas 
pipe and fittings. 





WILL CLOSE ITS FACTORY FROM JULY 2 TO 7 


Following a custom it established some years ago, the 
American Sanitary Manufacturing Company of Abingdon, 
Ills., will close its plant from July 2 to 7, inclusive, in 
order to give its employes a short vacation. No goods will 
be manufactured during this week, but arrangements have 
been made to take care of rush orders, as stock has been 
provided against this temporary close down, according to 
Sales Manager C. A. Brandberg. 





OPENS BRANCH IN KNOXVILLE, TENN. 


Mott Southern Co., Atlanta, Ga., will open a branch 
Office about July 1 at 129 West Jackson street, Knoxville, 
Tenn. G. C. Nixon, who has covered the Piedmont section 
of North Carolina for the company for a number of years, 
working out of the Charlotte, N. C., branch, will be man- 
ager of the new Knoxville branch. 





KOHLER CO. TO BUILD ADDITION 


Kohler Co., Kohler, Wis., is erecting an addition to its 
pottery plant at an approximate cost of $100,000. The 
addition is for the dry kilns and will be one story and 
about 125 ft. by 500 ft. in size. 





PHILADELPHIA JOBBERS’ ASSOCIATION ELECTS 
OFFICERS 

G. H. Sweet, of the United States Radiator Corp., was 
elected president of the Plumbing Supply Associatiomr of 
Philadelphia at the twenty-third annual meeting of that 
body, held at the Sylvania Hotel, Wednesday, June 13. 
Thomas S. Byrne, of Tomlinson Co., Inc., was named vice 
president; Gerald D. Sandham, of Walls, Owen & Stam- 
bach Co., was elected treasurer; George A. Fernley was 
named secretary, and B. R. Sackett assistant secretary. 
The board of directors selected includes: W. Harold 
Mitchell, C. L. Weber & Co., Inc.; Paul O. Loesch, of North 
Philadelphia Supply Co.; G. R. Loan, of Mott Co. of Penn- 
sylvania; S. E. Rowland, of Hajoca Corp.; C. J. McGuffin, 
of Crane Co. | 

During the meeting, Mr. Mitchell, the retiring president, 
outlined the achievements of the association during its 
quarter century of existence, and Secretary Fernley pre- 
sented his report. E. L. Flentje, managing director of the 
Plumbing and Heating Development League, was the guest 
of honor and principal speaker, stressing the relationship 
between the credit department and the sales department, 
and urging the credit men to co-operate in the activities 
of the league. 
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IS BUILDING NEW ADDITION 
The Chicago Pump Co., Chicago, Ill., recently broke 
ground for the second addition to its factory since the 
original plant was built in 1920. In 1925 the first addition 
consisting of 14,000 sq. ft. was added. The new unit will 
add 15,000 sq. ft. to the company’s manufacturing space. 
The new section will be of the monitor type, designed to 
accommodate overhead cranes. New machinery of the 

latest design will be installed in the building. 





APPOINTS DETROIT REPRESENTATIVE 
The R. L. Deppmann Co., 511 West Canfield avenue, 
Detroit, Mich., has recently been appointed to represent 
the Bell & Gossett Co. of Chicago in the Detroit territory. 
The Deppmann company has specialized in heating spe- 
cialties for the past eight years in Detroit. 





ANNOUNCE AUGUST GOLF DATE 
The August meet of the Metropolitan Trade Golf Asso- 
ciation is scheduled to take place on Thursday the twenty- 
third, at the Braidburn Country Club, Madison, N. J., it is 
announced by the tournament committee. 





APPOINTS NEW SALES REPRESENTATIVE 

Gorton Heating Corp., New York City, has just ap- 
pointed R. J. Kingsbury, Inc., of Devon, Conn., as sales 
representative for its single pipe vapor heating system in 
the state of Connecticut. 

APPOINTED PHILADELPHIA REPRESENTATIVE 

The George E. Kitson Co., 5939 Haverford avenue, 
Philadelphia, has been appointed representative for the 
Crocker Chair Co., Sheboygan, Wis., in that territory, and 
will handle the company’s line of seats and covers. 





AMERICAN WATER WORKS ASSOCIATION CONVENES 
IN SAN FRANCISCO 

The forty-eighth annual convention of the American 

Water Works Association was held in San Francisco, 

Calif., June 11, 12, 13, 14 and 15, with headquarters at 

the Fairmont Hotel. There was a representative attend- 

ance of water works executives and engineers from all 
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Mueller Co.’s exhibit at the convention of the American 
Water Works Association held in San Francisco, June 11 to 15 
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over the country. The ground floor of one entire wing of 
the Fairmont was given over exclusively to exhibit pur- 
poses, there being close to fifty concerns displaying their 
complete lines. 

A number of interesting papers were read covering such 
subjects as pipe line construction and operation, methods 
of water analysis, standardization work, corrosion, new 
developments in the treatment of boiler feed water, the 
Pitot tube, protection of impounded watersheds, the Hetch- 
Hetchy water supply for San Francisco and the failure of 
the St. Francis Dam. 





WHOLESALERS BUILD NEW WAREHOUSE 

The Kearny Plumbing Supply Co., is building a large 
warehouse and salesroom at Columbia avenue and Devon 
street, Arlington, N. J., and expects to have it ready for 
occupancy about July 15. S. Weinstein and M. Poster are 
in charge. 

NEWARK SALESMEN INSTALL OFFICERS 

The June meeting of the Newark chapter, National As- 
ciation of Plumbing and Heating Salesmen, held recently 
brought out little profitable business, the chief action 
taken by the association being the installation of the 1928- 
29 officers, led by Edward M. Robinson, president. The 
report of the delegates to the Pittsburgh convention was 
presented by Joseph M. Buday, and President Robinson 
named three committee chairmen, these being the Messrs. 
Massey, Wending and Buday, who head the entertainment, 
membership and employment committees, respectively. It 
was decided to have the July meeting the last one before 
the summer vacation. 
WALTER J. KOHLER IS CANDIDATE FOR GOVERNOR 

Walter J. Kohler, president of Kohler Co., Kohler, Wis., 
has been selected by the Republican party of Wisconsin 
as its candidate for governor in the fall election. Mr. 
Kohler consented to be drafted as a candidate, prior to 
the convention held last week at Green Bay. He represents 
the conservative or regular Republicans in Wisconsin and 
will run on the same ticket with Hoover and Curtis, 
presidential and vice presidential nominees. 

He has been one of the outstanding leaders in the state, 








as a manufacturer and because of the community project 
which he has built in the village of Kohler. 

Mr. Kohler has never been a candidate for public office 
and his first venture in politics was when he made a 
successful run for delegate at large to the national Repub- 
lican convention. 

ASSOCIATION MANAGER ADDRESSES SAN FRAN- 
CISCO SALESMEN 

At a luncheon meeting held at the Clift Hotel, June 12, 
the San Francisco Chapter, National Association of Plumb- 
ing and Heating Salesmen, listened to a constructive talk, 
and one that meant much to the salesmen, as an organi- 
zation and as individuals. Ernest Schaeffle, manager of 
the San Francisco Master Plumbers Association, was the 
speaker of the day. 

President Austin first read a letter from Alexander 
Coleman, past national secretary and general chairman on 
the occasion of the recent convention of California state 
masters, in which he extended his personal gratitude 
toward the salesmen for their valuable help at convention 
time. Mr. Coleman accompanied his letter by a formal 
resolution drafted at the June 1 meeting of the San Fran- 
cisco masters, which contained expressions of appreciation 
for the part taken by the officers and members of the 
salesmen’s association toward making the convention a 
success. 


Mr. Schaeffle’s remarks centered chiefly around the new 
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attitude of the plumber toward the salesman. ‘‘We can- 
not underestimate the value of this attitude. My opinion 
is that it will do more to remedy most of the present-day 
misunderstandings in the industry than any other single 
factor. The salesman, particularly the association sales- 
man, is singularly adapted toward exerting a powerful in- 
fluence for good in a number of directions. When the con- 
scientious salesman benefits the plumber, the relationship 
automatically becomes mutual.’’ The speaker stressed the 
importance of helping the plumber to become, himself, a 
better salesman. 

Following up the idea developed in Mr. Schaeffle’s talk, 
Fred Eckardt and William Wuesthoff spoke briefly on 
sales promotion work with special reference to creating 
and enlarging the plumber’s field of merchandising. 





PLUMBSTEAM CLUB HOLDS OUTING 

The Philadelphia Rifle Club was the scene of a gala 
event on Friday, June 15. It was the annual outing of the 
Plumbsteam Club of Philadelphia, Chapter No. 4 of the 
National Association of Plumbing and Heating Salesmen. 
More than 150 members and guests gathered at this old 
and historical spot early in the afternoon to participate 
in one of the best outings this club has ever held. Ath- 
letic events of all kinds to suit everybody’s liking were ar- 
ranged by the committee composed of John Doody and Al 
Wagner, with the ball game featuring. The game uncov- 
ered an unusually large number of hidden stars. In fair- 
ness to the scorer, the game ended in a tie score, 88 to 88, 
in the sixth inning. 

H. J. Carr won the 50-yard dash and William G. Simms 
of S. S. Fretz Jr. & Co. won the 100-yard dash. Joseph 
Brogan of Doody Plumbing Supply Co. won the ball throw- 
ing contest. E. Rankin won the fat men’s race. Other 
prize winners were Louis F. Mack of Derbyshire & Mack, 
S. R. MeDevitt of Alexander & McDevitt, James Dwyer of 
Crane Co., H. J. Carr of “‘Domestic Engineering,’ J. P. 
Lattimer of Doody Plumbing Supplies Co., J. Adams, E. 
Beecher and Philip Stroble. The following master plumb- 
ers present also received prizes: W. J. Shepard, Joseph J. 
McLoughlin, George J. Noon, William Lieb and James 
Kilgannon. Suitable prizes were awarded to the above 
winners during the dinner in the evening by President 
Morgan. 

The biggest feature of the day proved to be the call to 
dinner, which was served in the evening. After dinner 
President William W. Morgan presided over a short busi- 
ness session and announced the members of the various 
committees to serve him during the next year. These com- 
mittees are as follows: Entertainment, W. H. Mitchell, 
chairman, G. Sandham, E. Wilson, John Doody and George 
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Top row: William G. Simms, George H. Urwiler, J. H. Taulane, 

R. Kneedler, J. Seibel, S. R. McDevitt and H. Bell. Bottom 

row: Joseph L. Wolfrum, W. H. Mitchell, A. Wagner, John 

Doody, Charles Hackett, and J. W. Kelly, Chicago. Photos 
taken at the outing of the Plumbsteam Club 
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Top row: George H. Derbyshire, secretary; William J. Wool- 
ley, president of Wolff Co.; W. W. Morgan, president; Stanley 
Backner, vice president. Bottom row: C. W. Cope, H. C. 
Palmer, L. Abernathy, F. O'Neill, A. 8S. Rogers, R. Kriebel. 
Photos taken at the outing of the Plumbsteam Club 


Urwiler; membership, Harvey Bell, chairman, R. Kneed- 
ler, Paul Loesch, H. W. Boucher and Al Wagner; publicity, 
H. J. Carr, chairman, William Brewton and R. B. Sackett; 
attendance, Henry McMullen, chairman, Louis Mack, R. 
Jones and Charles Hackett. 

Mr. Morgan introduced a few of the guests present and 
called on them for a few short remarks. Herman Blum, 
the first speaker, presented Mr. Morgan with a gavel dur- 
ing his talk. The other speakers were William J. Wool- 
ley, president of the Wolff Co., Chicago, and J. W. Kelly of 
Chicago. The following applications for membership were 
received: Albert Pennypacker, Hajoca Corp.; Charles O. 
Struse, Hajoca Corp.; George Urwiler, Tomlinson Co.; J. 
A. Dwyer, J. Madden, Charles E. Sims, Thomas C. Flem- 
ing and E. F. Beecher, all of Crane Co.; John A. McGonigal, 
Fleck Bros. Co.; John Riedinger, Fleck Bros. Co.; R. S. 
Auffort, Richmond Radiator Co.; S. R. MeDevitt, Alexan- 
der & McDevitt; Frank G. Newton, U. S. Sanitary Mfg. 
Co.; A. H. Rainwater, C. F. Church Mfg. Co.; E. P. Fisher, 
Fisher Bros.; W. M. Higgins, Republic Boiler & Radiator 
Co.; William Betz, William Betz & Co. 

The meeting was then turned over to the outing com- 
mittee and the members and guests were entertained with 
some unusually high class vaudeville. The committee in 
charge of the outing was as follows: W. Harold Mitchell, 
chairman and ring master; Russell B. Kneedler, charge of 
finances; John Doody and Al Wagner, charge of athletics; 
Harry J. Walther and G. Sandham, culinary department; 


George Derbyshire and Larry Agostini, Jr., trapeze . 


artists; Stanley Backner and Harold Hess, ballyhoo men. 





TRI-STATE GOLF ASSOCIATION HOLDS FOURTH 
ANNUAL MEETING 

The fourth annual meeting of the Tri-State Golf Asso- 
ciation, which comprises the Western New York Trade 
Golf Association of Buffalo, N: Y., the Central Trade Golf 
Association of Pittsburgh, and the Northern Ohio Trade 
Golf Association of Cleveland, Ohio, was held at Cam- 
bridge Springs, Pa., on June 11, 1928. 

The meet was one of the largest ever held by the asso- 
ciation, 36 being on hand to tee off for the many prizes 
that were awarded. Many of those attending the meet 
came a day or two early, arriving on Saturday and Sun- 
day, so as to be able to try out the course previous to the 
meet. Although rain threatened to spoil the visit, the 
sun came through beautifully late Saturday afternoon and 
continued to shine continually over the week end. 

Following the tournament, the annual banquet and din- 
ner was held at the Hotel Bartlett. President R. Payne 
Wettstein, of “Domestic Engineering,’’ presided at the 
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American 


LAVATORY 
SUPPLIES 


BATH SUPPLIES 
CLOSET SUPPLIES 


OUR LINE IS VERY 
COMPLETE 
QUALITY AND FINISH 
THE BEST 








a a AMERICAN SANITARY MEG. CO. 
No. 588 Handy Pattern Abingdon, Illinois 


MYERS WATER SYSTEMS 


For Homes, Farms, Public 
or Private Institutions. 


Small capacity, hand operated systems for shallow or 
eep wells and cisterns, medium and large capacity 
outfits for operation by engine or motor, auto- 
matically controlled electric house pumps and 
direct water systems that do not require a pressure 
tank make up the Myers line which has over fifty 
years of pump building experience behind it to 
arantee dependability and satisfactory service 
Catalog No. HP24 shows 
complete line. Ask for 
your copy today. 
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Send for free book with complete 
selling plan on Jewell Temperature 
Regulators, sold only to dealers 
through jobb ame. 


Write today. 
Minneapolis-Honeywell Regulator Co. 
Executive Offices: Minneapolis 
Factories: Minneapolis, Minn. and Wabash, Ind. 


jewell 


TEMPERATURE REGULATOR 




















j KEEPS you 


Fil 





Bath a Day 


Bath a DayStickers. 114” diam., orange and 
black, to stick on letters, bills, etc. 45c per 1,000. 
Bath a Day Buttons. 7%’ diam., with pin. 
$1.75 per 100. 
Bath a Day Signs. Orange and black, 634’ 
diam., for windows, windshields, etc. 10c each. 
Bath a Day Posters. Orange and black, 21” 
diam., for windows, billboards, etc. 10c each. 
Please send check with order. 
DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 


Helps 
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It’s the O.K. of plumbers that we set out to get when 
we developed the Oatey 4-in-1 Roof Flashing. 


It was our desire to give the trade a roof flashing that 
would go on quickly and stay on long. 


How well we have succeeded is best shown by the 
fact that old users always repeat and new ones are 
constantly being added to our lists. 


Your jobber will show you the 4-in-I1 


L. R. OATEY COMPANY 


5500 Walworth Ave. 33 Cleveland, O. 


Keeping Apace of Your Needs 


It has always with all of the 
been — and al- fine qualities of 
ways will be — other Moore 
—— “3 the Hangers, to take 
makers of Moore 
Radiator Hang- euieaien 

ers to keep apace Ask your jobber 
of the require- | to show you the 
ments of the Moore Radia- 
trade. tor Hanger line 
Immediately a —a hanger for 
new type of rad- every type (in- 
iator is develop- cluding all the 
ed, there is a new kinds) of 
Moore Hanger radiators. 









































If he cannot supply your wants—write. 


CARTY & MOORE ENS. CO.,'Inc. 
611 West Larned St. 


Detroit, Mich. 
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Top row: Ray Stackhouse of American Radiator Co., Cleve- 

land, new president of Tri-State Golf Association; L. N. Castin, 

Buffalo, new vice president; Dazzy Vance, handicapper. 

Bottom row: R. Payne Wettstein, past president; Shirley 

Mitchell, president of Northern Ohio Trade Golf Association, 

Cleveland; J. J. Leahy, president, Central Trade Golf Asso- 
ciation, Pittsburgh 


meeting, and expressed his appreciation to those present 
for turning out as well as they did. He then introduced 
Dazzy Vance of the National Radiator Corp., Pittsburgh 
branch, handicapper of the association, who announced the 
prize winners and awarded the prizes. First prize for low 
net score went to William G. Brewton, who was rewarded 
with a new golf bag. J. J. Leahy, president of the Cen- 
tral Trade Golf Association, R. H. Partenfelder of ‘‘Do- 
mestic Engineering,’ Joseph Zeigler of the Zeigler Ma- 
chine Co., Pittsburgh, and Lew Mendelson of the Hot- 
stream Heater Co., Cleveland, were tied for second low 
net, but in the toss-up Mr. Leahy won out and received a 
new driver. Mr. Partenfelder and Mr. Zeigler each re- 
ceived a pair of golf hose and Mr. Mendelson an expansion 
belt. Dazzy Vance won first low gross prize with an 83. 
He received a rain slicker and sweater and hose to match. 
W. S. Appleby of American Radiator Co., Pittsburgh 
branch, won second low gross prize and received a new 
driver. Third low gross went to H. K. Downe of the Na- 
tional Radiator Corp., Pittsburgh, and he received a pair 
of golf hose. D. W. Goldsmith of Buffalo tied with Mr. 
Downe and he also received a pair of golf hose. John 
Moore of the Trenton Potteries Co., Cleveland branch, had 
next best low gross and received an expansion belt. 

After awarding the prizes the following new officers 
were elected: President, Raymond Stackhouse of the 
American Radiator Co. Cleveland branch; vice president, 
L. N. Castin of Buffalo; secretary and treasurer, William 
G. Brewton. 

Before closing the meeting it was announced that an- 
other meet would be held at Cambridge Springs on the 
third Monday in September, and everyone was urged to 
attend. Since most of the men brought their wives, there 
was a great deal of entertainment in the evening. On 
Saturday night many attended the dance at the Riverside 
Hotel, while others enjoyed bowling, pocket billiards and 
bridge. On Monday afternoon a bridge party was held 
for the ladies at the Cambridge Springs Country Club. 
Beautiful prizes were awarded to the winners at each 
table. Pittsburgh had the largest turn-out with 26 men 
and received 20 points in the meet. Cleveland was second 
with 10 men and 17 points. Buffalo third with 6 men and 
12 points. 
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.NEW JERSEY GOLFERS HOLD LARGEST MEET ° 
The second meet of the 1928 season for the Plumbing =A Real Relief Valve 


and Heating Trades Golf Association of New Jersey was tg : sy 
the biggest in its two years of history, 60 members and Aid aclick 
guests meeting at the first tee of the Crestmont Country Th atiatment-efthe tid Relief 
e€ pressure elson Reli 
Club, West Orange, N. J., on Wednesday, June 13, for 27 Valve is purposely limited so that it will be 
holes of golf, nine in the morning and 18 in the after- impossible for anyone to convert this valve 
noon. This despite the weather man’s prediction of into a plug. te gee mana ad- 
“ » : : : j i the click will warn you. 
showers,” and a threatening sky early in the morning. justment 1s reached, 
Th an exclusive feature with the Nelson. 
Honors for the day fell to a Class B player, E. J. Bender nies 


; : The specially treated fibre disc cannot pos- 
of Pierce, Butler & Pierce Mfg. Corp. Mr. Bender, who sibly stick to the seat. Here you have a posi- 























took up golf for the first time less than a year ago, shot tive guarantee that this valve will always be 

well above his 40 handicap, turning in a net 70 and win- free to function properly in an emergency. ‘ 
ning a leg on the President Fred Engelberger cup. His Use the Nelson and be safe! 

closest competitor of the day was Merrill R. Carr, Johns- THE STACK HEATER COMPANY | 

Manville Corp., who turned in a net 70, while J. G. Smith, 250 Stuart Street, Boston, Mass. " 

of the National Lead Co., was the leader in Class A, with 

a 73. Two guests divided low gross honors, J. A. Carr F i 





turning in an 84 and F. C. Stille being only one stroke be- 
hind. Low gross for members was an 88, J. A. La Due, 
of Jenkins Bros., hitting this figure. 

James P. Rogers was the host of the day, dividing this 
honor with Elmer Fisher, also a member of the club. Sev- 
: eral new members were admitted during the course of the 
day, these including Jesse Thorn, Trenton Potteries Co., 














‘Water Softeners {| 


Automatic Semi-Automatic Hand Operated 


Electric Water Systems 
For Shallow or Deep Wells 





EE 





Filters + Septic Tanks 


Ie, ee Let us send you new Price Sheet | 
and all details on Duro Finance | 
Plan which makes sales easy. 


The Duro Company’ 


e . 600 Monument Ave. Dayton, Ohio : 
VERTITANK WATER SYSTEM AUTOMATIC WATER SOFTENER 


Y SPECIFYING Heggie- Simplex 
Steel Boilers,architects and build- 
ing committees for many important 
structures have endorsed what Heg- 
gie’s 35 years have accomplished—the 
most modern of heating boilers, in 
which scientific design combines every 
essential with preeminent quality. 














HEGGIE-SIMPLEX BOILER COMPANY 
JOLIET, ILLINOIS 


Representatives in Principal Cities 














All Burnham Boilers 
Have Short Tie Bolts 





You know what that means in ease of 





ef, | 
eis FP erection. A dollar saved on labor is a dollar 
a —-. . of profits to you. 
Top row: J. Sel of Englewood Plumbing Supply Co.; George For other Burnham profit features see cat- 
Hamill of A. M. Byers Co. Second row: E. M. Robinson of alog No. 67. 


Wm. S. Roe; Merrill Carr and A. L. Jeffers, both of Johns- 
Manville Corp.; G. W. Sahlen, C. F. Chureh Mfg. Co. Third 


row: F. C. Stille, National Tube Co.; Harry Officer and R,. H. 
Remer, both of Crane Co.; E. A. Hamilton, Pacific Engineer- J J 
ing Equipment Co. Bottom picture, standing: Hugh Goodwin 
of Walworth Co., B. Miller of Jersey City, Joseph Buday of 


4 J. L. Stulsaft, G. A. MeCormick, guest. In front: A. A. Irvington, New York. 


Taaffe and Herman Baumgartner, both of Newark 


Representatives in all principal cities 0 the United States and Canada. 
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IMICO UNIONS 





NOTE THE BRASS DISC 


Made of Refined Malleable Iron with Brass 
Seat Inserted in Place by Powerful Pressure 


So That It Cannot Become Detached. 
Approved by Underwriters’ Laboratories. 
ILLINOIS MALLEABLE IRON CO. 


Chicago, IIl. 
Manufacturers Full Line Iron Pipe Fittings 
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250% Mineral 
cor PO EFINITE = 
capacity indefinitely 


RIVAL OF THE CLOUDS 
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The type of mineral in the water softener is the 
all important factor. Your success and your cus- 
tomers’ satisfaction depends on the mineral used. 
Listen to what a dealer in Wisconsin has to say. 


The Refinite Co., 
Omaha, Nebr. 


Gentlemen: 


Replying to yours of March 22nd, we have sold 
Refinite softeners for the past five years. We have also 
sold a number of other make softeners, but we find 
that the Refinite softener is standing up and giving 
100% service at all times. 


We also find by checking up the Refinite softener 
that it is as full of mineral as the day we installed it, 
as far back as five years and working as good as in the 
earppanny o In checking up the other make softeners 
that we have sold and that others have sold, we find 
that there is a gread deal of loss in mineral. Some of 
these softeners are more than half deteriorated and 
are giving very poor satisfaction. The writer finds that 
the synthetic mineral either dissolves and washes away 
or wears out from the movement of water. This we 
find is not the case with the Refinite mineral. 


Frankly speaking, I can not say too much for the 
Refinite water softener, and ee By x te anyone that 
is in need of a softener to buy nothing but a Refinite 
regardless of the difference in cost. Any dealer that 
ties up and handles the Refinite is wise. If he does 
not believe it, he will when it is too late, and that will 
be ae his competitor has the field that was offered 
to him. 


Plymouth Wisconsin, 
March 27, 1928. 














Yours very truly, 
H. F. WOLF COMPANY, 


Price $100.00 up. Write for sales information. 


THE REFINITE COMPANY 


Refinite Building $3 Omaha, Nebraska 
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George C. Hamill, A. M. Byers Co., J. Sel, Englewood 
Plumbing Supply Co., Harry S. Officer, Crane Co., B. Mil- 
ler, Sanitary Plumbing Supply Co., Jersey City, Leslie A. 
Del Tufo, of Newark, and A. L. Jeffers, of Johns-Manville 
Corp. 

During the morning round, the last named captured 
first honors in Class A, his closest competitors being Stan- 
ley Miller, Newark contractor, Mr. La Due, and Ambrose 
Walsh, Harrison heating contractor. Class B winners in 
the forenoon included Mr. Jackes, John E. Joyce, Newark 
master plumber, Mr. Rogers, Herman Baumgartner, also 
a Newark master, and P. D. Rech, Hoffman Specialty Co., 
the last three tieing for third place. In the afternoon, 
President Engelberger was runner-up to Mr. Smith for 
Class A prizes, H. B. Russell, Speakman Co., took third 
place, Charles Karcher, of H. Romeyn Smith Co., and 
James S. Weaver, Central Tube Co., divided fourth prize, 
and W. B. Watson, Belleville master plumber, ended the 
procession. Behind the Messrs. Bender and Carr in the 
lower classification came E. A. Hamilton, Pacific Engi- 
neering Equipment Co., Earl Fiigon, Eaton-Kent Co., 
J. Hogan, United States Radiator Corp., and E. H. Fisher, 
W. A. Birdsall Co., several ties being registered in this 
group. 


The scores: 
Class A 
G. H. Net G. H. Net 
G. Hamill (Guest) 97 ee J.A.Carr (Guest) 84 ae 
W. B. Watson...111 23 88 JO. BEIMOTE 2.00% 111 22 89 
J. S. Weaver....101 16 85 D. Me BERGE. cos. No Card 
F. C. Stille G. W. Sahlin....116 24 92 
PE ‘weecswe ae E. W. Robinson..114 24 90 
C. Barcher ..... 101 16 85 a 91 
A. I. Joters..... ae v. Ween 
BH; Muswell ...... 101 18 83 (Guest) 106 
re NG: 6 a Saar ges a> eee ee ae ict 
2 - Bete... 88 6 82 > Se cwestése 99 20 79 
J. G Smith...... 97 24 73 F. Engelberger.. 98 24 74 
Class B 
G. H. Net G. H. Net 
W. H. Oleson....113 30 83 ay EE os wncees 158 36 122 
5. Be BCRMO. cccsc 123 40 83 le Wee GNP. ccc cee 107 36 71 
OY Ge savievrevns 153 40 113 E. H. Fiigon....120 40 80 
i Be ceeeav'ss 131 40 91 R. R. Owen 
A. Schober ee . Sk) oe 
Pees. ssnwewe eee A. H. Bosworth..141 46 95 
A. Stein (Guest).133 .. .. E. H. Fisher....108 27 &! 
CS ae es os es 123 40 83 AP Se ae 124 46 5S 
T. P. Layer... .141 36 105 Mr. Blackwood , 
KE. A. Hamilton..113 36 77 Vd 140 
J. Tobin (Guest).116 .. .. G. Rose (Guest).110 .. .. 
R. Remer W. E. Brownne..117 28 89 
(Gyest) ....... . Sas J. BB. JOVCC.. 00. 111 3 79 
H. Baumegartner.105 26 79 M. A. Buckley...114 30 8&4 
+ MacCormack lO eee 113 323 81 
SEE See Se £ reer 112 39 3 
rr 142 36 106 Pee 131 36 95 
5, TE on weecwce 152 36 116 E. J. Bender ....116 46 70 
H. Goodwin ..... 117 36 81 





Obituary 


George Hornketh 

George Hornketh, a former president of the Master 
Plumbers Association of the City of Trenton, N. J., died 
suddenly on Thursday, June 14. He had been identified 
with the plumbing and heating trades for many years, con- 
ducting his own business, and being active in local and 
state association work, having served as a vice president 
of the New Jersey State Association of Master Plumbers 
at one time. Recently he sold his business and became a 
partner in the G. & H. Supply Co., wholesalers of plumb- 
ing and heating supplies. The funeral was held from the 
deceased’s late residence, 15 Buckingham avenue, on 
June 18. 
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Personal Mention 


DOMESTIC ENGINEERING 


C. W. Wanger, president of the Woodward-Wanger Co., | 


Philadelphia, is on a business trip to the West Coast that 
will consume four or five weeks. While away, Mr. Wan- 
ger plans to visit the company’s branch at Oakland, Calif. 


William J. Woolley, president of Wolff Co., Chicago, 
spent a few days in the East immediately preceding his at- 
tendance at the convention of the National Association of 
Master Plumbers at Memphis. 


W. A. Cauley, well known 
to wholesalers of plumbing 
goods through years of asso- 
ciation with manufacturing 
concerns, but who for the 
past few years has been out 
of the industry, has returned 
to it by becoming sales man- 
ager of the M. P. Berglas 
Mfg. Co., Brooklyn, N. Y. 
Mr. Cauley brings a wide ex- 
perience in the seat business 
to his new connection, as he 
was connected with the B. O. 
T. Mfg. Co., Trenton, N. J., 
from 1908 to 1918, serving in 
various capacities. Before 
this he was with the Ironsides W. A. 
Pottery Co., Boyertown, Pa., 
for four years. Mr. Cauley is making his headquarters at 
the Berglas company’s main offices at 8 Fulton street, 
Brooklyn. 


James D. Elliott, formerly president of the Joseph H. 
Young Co. in Boston, Mass., has been elected president 
and general manager of the Johnson-Washburn Co., also 
of Boston. 


Louis J. Rosenthal, manufacturer’s representative of 
West New York, N. J., recovered recently from an illness 
which has kept him confined to bed, and is expected to be 
out within a few days. 


L. W. Tilden, formerly identified with the Capitol Brass 
Works, is now representing the Central Foundry Co., New 
York City, in Ohio, Indiana and Michigan. 


EK. W. Stitt, formerly Pittsburgh, Pa., representative for 
the Hoffman Specialty Co., has severed his connections 
with that concern and is now with the Standard Sanitary 
Mfg. Co. in the capacity of heating supervisor for the 
Pittsburgh territory, including Altoona and Youngstown, 
Ohio. “ 


J. O’Brien, formerly of the Thomas Haverty Co., Los 
Angeles, Calif., has assumed charge of the New York of- 
fice of the Sphinx Mfg. Co., Los Angeles. He will main- 
tain headquarters at 101 Park avenue, and will cover 
New York, New Jersey, Pennsylvania, Maryland and New 
England for the Sphinx company. 


Charles Schwartz, of the E. Schwartz Plumbing Supply 
Co., New York City, sailed for Europe on June 22, accom- 
panied by his bride of a few days. The couple expect to 
spend about six weeks on the Continent. 





Cauley 


Leo J. Potvin, formerly of the Detroit branch of the 
Hoffman Specialty Co., New York City, has been trans- 
ferred to the Pittsburgh office of that company, to suc- 
ceed EK. W. Stitt. He will cover Western Pennsylvania, 
West Virginia and parts of both Maryland and Ohio. Mr. 


Potvin will be located at 720 Roselawn avenue, Mt. Leb- 
anon, Pa. 
Robert F. Gifford, Room 628, 60 State street, Boston, 


Mass., has been appointed sales representative in the 
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A telescoped pipe joint 


without fittings—it 
can be made with 


SMOOTH-ON NO. 1 


N a large Alabama iron works, 

a 10-in. exhaust line on a large 
engine had been increased to 12-in. 
by sliding a 12-in. pipe about 6 
inches over the 10-in. pipe—but 
no one had been able to seal the 
joint so that it would remain tight. 





One day a new Engineer was 
put in charge of the plant. ‘This 
man had often proven that Smooth-On No. 1 
would hold where other repair methods failed, and he 


took particular pride in stopping the leakage here 
just to show that it could be done. 
The sketch indicates how he handled the job. ‘The 


old packing was torn out, and replaced by Smooth-On 
No. 1. After placing and tamping this between the two 
pipes, the filling was reinforced by a strap put around 
the 10-in. pipe and butted close up against the end of the 
12-in. pipe. On hardening of the mass into solid metallic 
iron, a real joint was produced and the leakage trouble 
was over. ‘Lhe seal is now and will remain as tight as 
the pipe walls. 


Leaks at threads, flanges, seams, rivets, cracks, etc., 
can be stopped with Smooth-On No. 1, regardless of 
pressure, temperature and vibration. ‘To do this in the 
easiest way, and with least labor and time loss, you have 
only to follow the directions in the Smooth-On 


Handbook. 


Get your free copy by pee the coupon, and 
get Smooth-On No. 1 in 1 or 5-lb. can or 25, 50 or 
100-lb.-keg from your nearest dealer or, if neces- 
sary, from us direct. 


This BOOK FREE 
If you return the coupon 


Twentieth Edition—-Completely rewritten 





136 pages of new data 193 diagrams, 
pictures and practical hints on at least 200 
SMOOTH-ON. 


progressive engineer should have this book 
—get your copy NOW. 


Do it with SMOOTH OR 


SMOOTH-ON MFG. CO. 
Derr. 12. 570 Communipaw Ave., 
Jersey Crry, N. J. 


Please send copy of the Smoorn-On Handbook, 
Twentieth Edition. 


different uses for every 
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Boston territory by the Shaw-Perkins Mfg. Co., Pittsburgh, 
Pa. Charles Walmsley, 1263 Edward street, Lakewood, 
Ohio, will represent the company in the Cleveland district. 

J. J. Hurley has just been appointed district sales man- 
ager for the state of Michigan by the Imperial Brass Mfg. 
Co., Chicago. Mr. Hurley was for a number of years with 
the Ideal Tank & Supply Co. and later with the Sloan 
Valve Co. He will make his headquarters in room 404 
Architects Building, 415 Brainerd street, Detroit. 

James D. Elliott, formerly president of the Joseph H. 
Young Co., wholesalers of Boston, Mass., has been elected 
president and general manager of the Johnson-Washburn 
Co., also wholesalers of that city. 

William B. Dale, vice president of Street & Kent Mfg. 
Co., Chicago, is on a fishing trip in northern Minnesota, 
near the Canadian border. 


THIS WAS NEWS 









20 YEARS AGO 


June 27, 1908 
The joint convention of the Confederated Supply Asso- 
ciations was held in Detroit, Mich., on June 23, 24 and 25. 
1908 
In celebration of his silver wedding anniversary, many 
friends of Jacob G. Weber, for twenty-nine years promi- 
nently identified with the plumbing business at Chicago 
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avenue and Clark street, Chicago, journeyed to his beau- 
tiful home in Pine Grove avenue to do him honor. Fully 
one hundred friends and business associates were present. 
The surprise of the evening was the presentation to Mr. 
and Mrs. Weber of a silver loving cup. 
1908 

M. J. O’Fallon, of the M. J. O’Fallon Supply Co., Den- 
ver, Colo., left on June 16 for New York, and sailed on 
the 20th for Europe. 





1908 

The Chicago Association of Master Plumbers held its 
outing and excursion on Wednesday, June 24. The party 
boarded the steamer “Theodore Roosevelt” at an early 
hour for a trip to Michigan City. A baseball game be- 
tween the south side team and the northwest side team 
was enjoyed by all. E. C. Wagner was chairman of the 
committee on arrangements. 
1908 

The George H. Soffel Co., of Pittsburgh, Pa., has been 
awarded the remodeling contract for the plumbing system 
in the Schenley hotel in that city. 
1908 

Elijah McCoy, of Detroit, Mich., has received a patent 
on a lubricator. The patent has been assigned to the Pen- 
berthy Injector Co., of Detroit. 

1908 

F. C. Kuetemeyer, 57 Oneida street, Milwaukee, Wis., 
has secured the contract for the plumbing on a building 
which will be erected by the C. F. Mueller Estate. 

1908 

The Chicago Master Plumbers’ Association will give a 
lake excursion to Michigan City on Wednesday, June 24, 
for the benefit of its members and their families. 



































NATIONAL DISTRIBUTING CO. 


40 W. 27th Street, New York, N. Y. 


Ground Joint 


Cw 


Bronze Seat 


Geo 
Galvanized 

Black 

and 

We Sell Only Good Quality 
Brass Merchandise 
. NATIONAL DISTRIBUTING 
Unions COMPANY 


40 West 27th Street, New York, N.Y. 





To Save Real Money 
| Write for Our 


Special Prices 


Red Sheet Packing 
Floor and Ceiling Plates 
N. P. Radiator Valves 
Gate and Globe Valves 


Unions and Other Steam 
Specialties 


WE SELL THE MASTER PLUMBER ONLY 
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Convention Dates 


August 21, 22, 23 and 24, 1928.—A. S. S. E.—The twenty-third 
annual convention of the American Society of Sanitary Engi- 
neering, to be held at the Pfister Hotel, Milwaukee, Wis. 

August 24 and 25, 1928.—-WISCONSIN—The annual conven- 
tion of the Wisconsin Society of Plumbing Inspectors, to be 
held in Milwaukee, with headquarters at the Pfister Hotel. 
Second National Fuels Meeting, at Cleveland, Ohio, under the 
auspices of the Cleveland Section of the American Society of 
Mechanical Engineers. 

January 28, 29, 30 and 31, 1929.—-A. S. H. V. E.—The anntal 
meeting of the American Society of Heating and Ventilating 
Engineers, at Chicago, Ill. 





COMING TRADE EVENTS 

July 11, 1928.—The annual outing of the Heating Engineers’ 
Association, Inc., of Brooklyn, N. Y., to be held at Karat- 
sonyi’s, Glenhead, L. I. 

July 12, 1928.—Golf tournament of the Western Trade Golf 
Association, to be held at Glen Flora Country Club, Wauke- 
gan, IIl. 

July 17, 1928.—The July meet of the Metropolitan Trade 
Golf Association, to be held at the Hudson River Country 
Club, Yonkers, N. Y. 

July 18, 1928.—The July meet of the Heating and Ventilating 
Golf Association of Philadelphia, to be held at the Llanerch 
Country Club, Llanerch, Pa. 

July 18, 19 and 20, 1928.—A short course for master and 
journeyman plumbers and steamfitters, to be held at A. & M. 
College of Texas, College Station, Tex. 

July 26, 1928.—The annual outing of the Master Plumbers’ 
Association of Washington, D. C., to be held at Chapel Point, 
Md. 

August 1, 1928.—The annual outing of the Fairfield Counfy 
(Conn.) Master Plumbers’ Association, Inc., to be held at Dor- 
lon’s Point, South Norwalk, Conn. 


August 15, 1928.—The August meet of the Heating and Ven- 
tilating Golf Association of Philadelphia, to be held at the 
Spring Haven Country Club, Wallingford, Pa. 


August 16, 1928.—The annual outing of the Master Plumb- 
ers Association of the City of Trenton, N. J., to be held at a 
place to be selected. 

August 16, 1928.—Inter-association golf tournament of the 
Western Trade Golf Association and the Michigan Trade Golf 
Association, to be held at Battle Creek Country Club, Battle 
Creek, Mich. 

August 23, 1928.—The August meet of the Metropolitan 
Trade Golf Association, to be held at the Braidburn Country 
Club, Madison, N. J. 

September 15, 1928.—-The annual outing of the Nassau 
County South Shore Association, to be held at Narragansett 
Inn, Lindenhurst, L. I., N. Y. 


September 19, 1928.—The September meet of the Heating and 
Ventilating Golf Association of Philadelphia, to be held at 
the Green Valley Country Club in that city. 

September 21, 1928.—Golf tournament of the Western Trade 
iolf Association, to be held at Glen Oak Country Club, Glen 
Ellyn, Ill. 

September 29, 1928.—-The annual outing of the Queensboro 
branch, Association of Master Plumbers of the City of New 
York, to be held at Narragansett Inn, Lindenhurst, L. I. 


October 15, 1928.—October meet of the Delaware Valley 
Trade Golf Association, at the Columbia Country Club, Wash- 
ington, D. C. 

October 17, 1928.—The October meet of the Heating and Ven- 
tilating Golf Association of Philadelphia, to be held at St. 
David’s Country Club, Wayne, Pa. 


October 23, 1928.—The October meet of the Metropolitan 
Trade Golf Association, to be held at the Wykagyl Country 
Club, New Rochelle, N. Y. 

November 7, 1928.—The November meet of the Heating and 
Ventilating Golf Association of Philadelphia, to be held at 
the Pine Valley Country Club, Clementon, N. J. 





























Knoedler & Mederith, Chattanooga, Tenn., have been 
awarded the plumbing and heating contract on the new 
Stadium Theater, with a bid of $8,000, and the plumbing 
and heating contract on the Dowler apartments. 


TRAGESER> 


There’s real money to be made 


selling and installing our White 
Metal Sinks. We'll help you sell 
them. Write us for envelope 
stuffers. 


John Trageser Steam Copper Works 
Established 1850 
Grand St., Maspeth, Long Island 
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Easier Sales.. 
Tue PLUMBER who ee 


sells on price alone is kid- 
ding himself, reducing his 
profit and disappointing his 
customers. Home owners 
want quality which means 
dependable service. 


Soft Water, Too! 


When you sell a Paul Private Water 
System or a Paul Soft Water Gen- 
erator you can be confident that you 
have made a friend. Paul Pumps 
come in many sizes, pump water 
from any source. Paul Soft Water 
Generators are neat, compact and 
honestly rated. 


FORT WAYNE ENGINEERING 
AND MANUFACTURING CO, 












































FORT WAYNE, INDIANA arn, 
1706 N. Harrison St. ene 
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Residence, 5450 Washington Bivd. 
Mrs. Martha Denny, “Designer 
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Architect. TP 


Al right—Residence, 5869 Washington Bivd. “he. 
Schoen-Morgan Co., Bidrs., Robt. Schoen, at 
Archt. Fe 
(NotTe.—-Central Supply Co., were the jobbers 2: 
and Broad-Ripple Pibg. Co., plumbers, on 
these three jobs.) 
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THE TRADE 





NEWS FOR PLUMBING AND HEATING CONTRACTORS 








TO MOVE BUREAU OFFICES TO CHICAGO 

At a meeting of the board of directors of the Plumbing 
and Heating Industries’ Bureau at Memphis, Tenn., on 
June 22, it was decided to move the bureau offices to 
Chicago, not later than January, 1929. Among the rea- 
sons given out were that with the offices located in a 
large city, it is felt added prestige will be given the 
bureau’s national advertising campaign, better facilities 
will be available for art work and printing while the 
transportation facilities of Chicago were also a factor in 
the decision. 





MANHATTAN ASSOCIATION TO HAVE TWO GROUPS 
The members of the Manhattan branch, Association of 
Master Plumbers of the City of New York, have decided to 
form two divisions, one devoted principally to those mas- 
ters doing almost exclusively contracting work and the 
other to those engaged principally in remodeling and gen- 
eral repair work. The members who will be in the second 
division met recently and decided upon the officers who 
will represent them in the councils of the parent associa- 
tion. Thomas Dorsey was chosen as chairman of the 
board of governors, John D. Cooley as vice chairman, T. J. 
Cummins as treasurer, and Albert A. Duguid as secretary. 
The board of governors includes the Messrs. Dorsey, Coo- 
ley, Duguid, Nathan Weinstein, and William J. O’Hare. 
Division No. 1 plans to elect: officers in the near future. 





RICHMOND EXPOSITION PROVES SUCCESS 

After seven weeks, the Home Comfort Exposition in 
Richmond, which was sponsored in part by the Master 
Plumbers and Heating Association of Richmond, Va., Inc., 
came to a close on June 23. The contractors declare the 
exposition an unqualified success, many members having 
obtained several thousand dollars’ worth of business. The 
association officers state that it is apparent that those who 
worked to get results from the exposition profited greatly. 
They also found that the affair demonstrated two things: 
that the people of Richmond are interested in, and* will 
buy, plumbing and heating material of the highest quality, 
and that most of the people have an idea that this equip- 
ment costs much more than it really does. 





QUEENSBORO MASTERS TO HOLD OUTING 
The Queensboro branch, Association of Master Plumbers 
of the City of New York, announces the date of its annual 
outing as September 29. The committee, which is headed 
by Jacob Stockinger, has picked the Narragansett Inn, at 
Lindenhurst, Long Island, again this year. 





TRADE REPRESENTED AT BUILDERS’ GOLF MEET 

There was a very large turnout of representatives of the 
plumbing and heating trades at a golf tournament held by 
the Building Trades Congress, New York City, at the 
Winged Foot Golf Club, on Tuesday, June 19. Close to 
half of the 175 golfers present were identified with these 
industries in some manner, and a large proportion were 
among the prize winners, despite the rain which made 
good golf difficult. 
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CERTIFIED HEATING TO GET PUBLICITY IN 
PORTLAND 

Personal contacts are to be used almost exclusively for 
a period this summer to sell the idea of certified heating 
to contractors, building owners and others in Portland, 
Ore. This was decided upon at the June meeting of the 
Heating and Piping Contractors’ Portland Association, 
Inc., when plans for a definite and aggressive campaign 
to push the association’s standard of heating were dis- 
cussed at length. 

Ever since the first of the year, when the association 
opened larger offices and began to function more pro- 
gressively, there has been considerable advertising done in 
various ways. This has taken the form of direct mail, in- 
serts used by the national association and other construc- 
tive pamphlets. But now the members of the association 
feel that greater good may be accomplished in a short time 
by supplementing the past advertising with personal talks 
to representative people. 

Many of the members have a wide acquaintance in the 
community and city, and all have a high standing in busi- 
ness circles, and therefore the word of mouth publicity is 
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162 DOMESTIC 
expected to let the public know that these heating men 
have something worth while to offer which they are eager 
to discuss in detail and which should be of vital interest 
to builders and building owners in every class. 

Due to the fact that Oregon has a mild climate as com- 
pared with many other regions of the United States, there 
has grown up through the years more or less indifference 
to heating problems when a new building is under con- 
sideration. Since the temperature does vary, however, 
between the highest and lowest points, a proper heating 
system to regulate these variations has not been provided 
in most cases in years past. 

Heating and piping contractors feel that this inatten- 
tion to proper heating has existed because the public had 
not been impressed with the idea of right installations of 
heating systems by reputable contractors and expert heat- 
ing engineers. 

It is because of this view that the personal contact ad- 
vertising is now to be made. Points can be brought out in 
direct conversation that might not be stressed in any kind 
of printed literature. Members of the association will 
show that certified heating is economical because it is per- 
manent and satisfactory, due to efficient equipment and 
supervision of specialists. In this way it is expected to 
emphasize the advantage of the best heating systems and 
thus to add new prestige to this phase of the building in- 
dustry in Portland. | 

Until such time as the association can support an engi- 
neering department, an advisory board from members of 
the association will pass upon plans and specifications sub- 
mitted by members of the association before bidding on 
work. This board as appointed consists of the W. T. Fin- 
nigan Co., the DeTemple Co., and the Kendall Heating Co. 
Later this board would probably act in conjunction with 
the engineering committee. 

Eugene Ruedy is president of the Portland association; 
Charles Gibson is vice-president, and also attends to much 
of the general information given out from the office, as 
well as making addresses before clubs and on programs; 
H. H. Colliver is secretary. Members of the association 
include Williams & Gibson, Inc.; Standard Plumbing and 
Heating Co., Inc.; Smythe, Warren & Colliver; Muirhead 
& Murhard Co., Inc.; DeTemple Co., Inc.; Hastorf-Lord, 
Inc.: W. T. Finnigan Co.; Kendall Heating Co., Inc.; Eu- 
gene Ruedy. 

Offices of the Portland association are at 227 Sherlock 


building. 





CAL-SAN LEAGUE ELECTS NEW DIRECTORS 

In accordance with the by-laws, the California Sanita- 
tion Development League elects at the end of each fiscal 
year three directors to fill the vacancies of the retiring 
one-third of the directorate. At the June 21 meeting held 
at the Palace Hotel, San Francisco, Hugh Oliphant of the 
George H. Tay Co., on behalf of the nominating commit- 
tee, recommended the following named men to serve on 
the board: Burr Eastwood of Holbrook, Merrill & Stetson 
(jobbers’ classification); Walter R. Mead of the Hoffman 
Specialty Co. (manufacturers’ classification); J. V. Young 
of the Gilley-Schmidt Co. (contractors’ classification). 
The three retiring board members are: Ans Dalziel of the 
Dalziel-Moller Co., Ross Clark of the American Radiator 
Co., Curtiss N. Gilley of the Gilley-Schmidt Co. 

The new president, vice president and secretary will be 
chosen at an early meeting of the board, installation to 
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to have taken place at the Mill Valley course, Sonoma 
county, on June 28. | 

Mr. Klimm, chairman of the committee in charge of 
the recent outing of the league at Byron Hot Springs, 
made an interesting report on what took place June 8, 9 
and 10, including the business meeting, concluding by 
stating that he had made tentative arrangements to se- 
cure accommodations at Boyes Springs for a similar out- 
ing, early in October. In response to President Gilley’s 
request that all those members stand who wish to be in- 
cluded, every man rose from his seat. 





NASSAU COUNTY MASTERS PICK OUTING DATE 

The annual outing of the Nassau County South Shore 
Association will be held on September 15, at Narragan- 
sett Inn, Lindenhurst, L. I., N. Y., it is announced by Sec- 
retary Randolph M. Taylor of Rockville Center. William 
J. Bloeth, chairman of the entertainment committee, will 
head the committee in charge of the affair. 





BROOKLYN HEATING ENGINEERS PLAN OUTING 


The Heating Engineers’ Association, Inc., Brooklyn, 
N. Y., will hold its annual outing at Karatsonyi’s, Glen- 
head, Long Island, on Wednesday, July 11, it is announced 
by Secretary John Musaus, Jr. The usual field games and 
good food are planned, with prizes for the athletes. Charles 
Bender and E. J. Crutchley, Jr., are serving as the com- 
mittee in charge. 





HOLDS EDUCATIONAL SALES MEETING 

The Rockford Brass Works, Rockford, IIl., wholesalers 
of plumbing and heating supplies, recently held an educa- 
tional sales meeting in co-operation with officers of the 
Trupar Mfg. Co., Dayton, Ohio, who were in attendance. 
The meeting was attended by a large number of plumb- 
ing and heating contractors and proved to be a profitable 
and constructive event for all concerned. The entire day 
was devoted to an explanation of the mechanical features 
and sales talks on the products of the Trupar Mfg. Co. 
Officers of the latter firm who were in attendance included: 
W. J. Lantz, president; L. G. Lindsay, vice-president in 





Sales meeting held by Rockford Brass Works and Trupar 
Manufacturing Co. at the Lafayette Hotel 


charge of sales; H. S. Pettengill, district manager. Among 
the officers of the Rockford Brass Works who addressed 
the meeting were: J. H. Ryerson, president, J. S. Randall, 
secretary-treasurer, and H. W. Leech, vice president in 
charge of sales. 

At the conclusion of the morning session, the meeting 
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adjourned to the Lafayette Hotel where luncheon was 
served. In the afternoon a typical domestic electric re- 
frigerator installation was made, this feature being 
handled by Mr. Dougherty of the Rockford Brass Works. 
Dinner was served in the evening. 
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‘PLANNING SPECIAL COURSE IN PLUMBING AND 
HEATING AT MINNEAPOLIS 

A group of men interested in the training in plumbing 
and heating held a meeting at the William Hood Dun- 
woody Industrial Institute, 818 Superior boulevard, Min- 
neapolis, Minn., recently, and spent the entire after- 
noon in a discussion of the need for training of appren- 
tices, helpers, journeymen and masters; the means for 
meeting that need, and the best method of procedure. 
Those present were Dr. C. A. Prosser, R. T. Craigo and 
M. R. Bass of Dunwoody Institute; President Axel F. Pe- 
terson of the Minnesota Master Plumbers Association; 
William W. Hughes and Elmer Anderson of the Minne- 
apolis Association, and E. A. Mohrmann of the St. Paul 
Association, S. Lewis Land of the Plumbing and Heating 
Industries’ Bureau, M. R. Olson of the Minneapolis Board 
of Education Vocation School, and Dean M. Schweick- 
hard of the Minnesota Department of Education. The 
journeyman plumbers and steamfitters of the Twin Cities 
were represented by William Maley, Carl Stahl, Chris 
Myers and Chas. Daley, business agents of the St. Paul 
and Minneapolis unions. 

As a result of the general discussion, the opinion pre- 
vailed that instruction in plumbing and heating should 
be offered to men employed in the trade at Dunwoody In- 
stitute during February and March, 1929, classes to be in 
session from 8:30 a. m. to 4:30 p. m. every day in the 
week, except Saturday and Sunday. 

If the registration is sufficient, the classes will be di- 
vided into various groups, apprentices, journeymen and 
masters, and the individuals will be permitted to make 
their own selections as to subjects. 

Instruction will be offered in the following subjects, 
depending upon the number of students enrolling: 

Plumbing Codes, including examination questions and 
answers on the installation of various pipes, fittings, traps 
and fixtures; problems in venting; methods of installation; 
water supply and hot water service and circulation; gas 
piping and venting, etc. 

Catalog study, including information relative to list 
prices, the checking of invoices, the figuring of discounts. 

Mathematics, including the use of various tables, short 
cuts, etc. 

Sketching, including free-hand drawing and mechanical 
draughting of plumbing and heating lay-outs, sprinkler 
systems, etc. 

Blue Print Reading, including a study of architects’ 
symbols, the laying out of plumbing and heating installa- 
tions, taking off of materials, compilation of estimates of 
labor and material, etc. ‘ 

Estimating heat losses, water, steam and vapor, includ- 
ing lay-out work, and a study of the various systems of 
heat. 

Office Methods, including bookkeeping, job cost account- 
ing, store and shop management, advertising and selling, 
sales letters, advertising copy, store and shop arrange- 
ment, care of tools, ete. 

Lectures on the newer materials and fixtures by rep- 
resentatives of the concerns making these various arti- 
cles, with moving pictures, etc. 

Shop Work, including joint wiping and caulking, sheet 
metal work (the lining of tanks with copper or iron and 
the making of smoke pipes and fittings) and welding, par- 
ticularly as applied to the installation of welded headers 
for heating plants and the welding of branches into mains. 

If the demand justifies, other instruction wil] be given. 

It is estimated that the total cost of the eight weeks’ 
course, including tuition, board, room, sundries and rail- 
road fares from points not over 250 miles from Minne- 
apolis, will not exceed $150. 
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Air Conditioning 


at Fraction 
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HE contractor who is interested in factory 
air conditioning jobs will do well to study 


these 


new Clarage Unit Humidifiers. 


Clarage Unit Humidifiers cut conditioning costs 
in the same ratio that unit heaters have cut the 
cost of industrial heating. As compared with a 
central system, they can be installed for decidedly 
less, and in operation they also save considerable. 
No expensive sheet metal ducts for air distribution 
are required. 


Now many a plant that needs air conditioning can have it— 
yet without making excessive expenditures. Here is an 
opportunity for you to get in on some mighty profitable 
business. Use coupon below for complete details. 


CLARAGE FAN COMPANY 
KALAMAZOO, MICHIGAN 
Sales Engineering Offices in 25 Cities 


CLARAGE 


New Unit Humidifiers 


MAIL 


COUPON FOR COMPLETE INFORMATION 


Please mail me Bulletin 74 on Clarage Unit Humidifiers. 
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Markets 


(Continued from Page 82 




















report by one large soil pipe interest that shipments are de- 
layed somewhat. A large tubular brass maker also re- 
ports some difficulty in making deliveries. 
Soil Pipe 

There is practically a normal consumption of soil pipe 
for this season of the year, and wholesalers are turning 
over a fair tonnage. The rate of delivery varies with dif- 
ferent producers, some promising immediate shipment and 
others requiring a larger length of time. No price changes 
were announced at foundries during the week. 

Pipe—Steel and Wrought Iron 

Both wrought iron and steel pipe manufacturers noted 
a dullness to demand during the week. Such orders as 
are received by the average mill call for comparatively 
small amounts, and there are not a sufficient number to 
make the aggregate a large one. Wholesalers’ business is 
fair, but not large enough to make them enter the market 
to any considerable extent. There seems to be a com- 
paratively small number of buildings in the district ready 
for pipe just at this time, and contractors’ consumption is 
therefore not large. Makers of wrought iron pipe, how- 
ever, state there are several good jobs in prospect which 
should result in considerable tonnage. Mill prices have 
not changed on either product. 

Enameled Ware 

Encouragement is felt by the average maker of enameled 

ware when he contrasts the demand during the past 
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Lower couple of weeks with that during the latter part of May 
t "a — Ell Screw _ and the first of June. Wholesale stocks have apparently 


been lightened considerably by placements from master 
plumbers, and distributors have entered the buying market 
in considerable volume. The price tone is strong, accord- 
ing to makers. Most manufacturers have little difficulty 
in making deliveries of staples within a period of time 
acceptable to wholesalers. 
. Pottery 

One of the larger concerns finds a good demand for 
the higher grade of ware. This same company reports a 
: slowness to the demand for staple ware. On the contrary, 
ey another potter is enjoying a fairly good job business, 
orders coming for installations in business buildings. Still 
a third is getting a comparatively small amount of this 
type, but is selling a good many staple outfits for opera- 
tions and the cheaper dwelling and multi-family house. 
All the companies interviewed have enjoyed better busi- 
ness during the second quarter than during the first three 
months of the year. Makers’ prices are reported firm. 
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Plumbers’ Brass Goods 

é Producers of brass goods do not agree as to the volume 

: of business placed so far this year. One tubular manufac- 

: turer’s business has been slightly below that received 
: during the five month period in 1927, and another 
ay : is able to report a substantial gain in the amount of 
wh x The Kalamazoo Water Supply System - goods shipped into the territory. A representative for one 
sit comes to you complete. There are @ cast brass maker reports a substantial increase in his 
“ 4 volume, compared with the first six months of 1927. 
mt : no extras of any kind to be pur’ , Makers’ prices are unchanged. 
yy 3} chased. Installation can be effected |E Range Boilers 
Pe : within a short time after the system ' There is little new to report about the range boiler 
ait : arrives on the job. : market. Commitments from master plumbers continue to 
&,' Wy : be comparatively light, and wholesalers are therefore not 
' rg Ask your jobber “t buying heavily from manufacturers. While prices have 
{6 not been changed, a lack of strength is reported by some 
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NATIONAL WATER LIFT COMPANY 
Kalamazoo, Michigan 





wholesalers. Deliveries of most sizes can be made promptly. 
Boilers and Radiators 
Manufacturers appear to be on a common price base, 
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manufacturer recently. The average manufacturer gave 
his customers until June 23 to cover at former figures 
and this brought out a fair amount of business. How- 
ever, many wholesalers had covered prior to the last ad- 
vance on radiation and have not yet received all of this 
material from sources of supply. 
Fittings 
There was a slight falling off in demand for fittings 
during the past week, due to the fact that many whole- 
salers anticipated their needs for some time immediately 
prior to the recent price increase. This has resulted in 
there being a large volume of shipments into the territory. 
Makers’ prices have not.been changed. 


PACIFIC COAST 


Trading Is Satisfactory— 


Business continues to show little change from week to 
week, and, taken as a whole, is maintaining a fairly satis- 
factory pace although the volume is not as heavy as last 
year at this time. Distributors are carrying well assorted 
stocks and continue to purchase from factories in about 
the same volume as sales. Price conditions among the 
jobbers are reported firm and re-sale prices are closely 
following manufacturers’ changes. : 

Soil Pipe 

The past week did not show any change in the demand 
for this commodity which continues to be mostly in small 
lots for immediate delivery. Coast distributors as a rule 
are carrying approximately a ninety day stock of soil pipe 
due mainly to the long distance from the sources of manu- 
facture. Distributors’ prices to the trade remain un- 
changed. 
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Steel Pipe 

A well sustained although not heavy demand continues 
for steel pipe, which gives little indication of changing 
within the near future. 

Practically all of the Coast distributors have well 
balanced stocks and all of the trade’s present needs can 
be supplied from stocks on hand without difficulty. Dis- 
tributors’ prices to the trade remain unchanged. 

Enameled Ware 

On the whole, a substantial amount of enameled ware 
is being used on the Coast. Most distributors have good 
stocks, and nearby factories, while busy, are in a posi- 
tion to make early delivery on any class of ware which 
may be required. Both manufacturers’ and distributors’ 
prices remain unchanged. 

Pottery 

Buying of pottery by all concerned continues at a 
moderate rate, with the trade purchasing only such ma- 
terial as is required for immediate installation. Distribu- 
tors generally have well balanced stocks and are re-order- 
ing material in about the same volume as sales. Both dis- 
tributors’ and manufacturers’ prices remain unchanged. 

Plumbers’ Brass Goods 

A well sustained demand for plumbers’ brass goods 
continues, which if anything appears to be increasing. 
Conditions surrounding the distribution and manufac- 
ture of this commodity on the Coast have not changed 
and the individual distributors sales are not very heavy. 
Distributors are carrying sufficient stocks to take care of 
the trade’s immediate requirements and replacing stocks 
in about the same volume as sales. Prices to the trade 
remain unchanged. 

Range Boilers 

The current demand for range boilers shows little 

change and continues to be of moderate volume, most 
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PALTIMORE 


If you standardize on McShane Bell Foundry Products, you give yourself double 
protection. Yours is the advantage of being sure of uniform quality and you know 
too that your customer is going to be completely satisfied with faultless service. 
Our complete catalog is in the Domestic Engineering Catalog Directory. We will 
gladly furnish you reprints of our catalog for your files. 


Write_us. 
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Drinking Fountains 





This drinking Fountain is 
much in demand at this 
season in parks, refec- 
tories, and playgrounds. 


Write us for complete infor- 
mation regarding them. 
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PENNA. RANGE BOILER CO. 
24th and Washington Ave., PHILADELPHIA 

















SIX 
IN ONE 


, CONCRETE INSERTS 


A 
New Convenience! 











NLY one size needed for all pipe hangers. Ball and 

socket connection between insert and hanger. Fully 
adjustable—allows play to overcome expansion and 
inaccurate alignment of inserts. E-Z Button turns in 
the insert—no couplings or turn-buckles needed. 


WRITE FOR DETAILS AND PRICES 


Healy-Ruff Co., 770 Hampden Ave., St. Paul, Minn. 
Manufacturers of E-Z Radiator Hangers. 
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purchasing being in small lots for immediate requirements. 
Distributors generally have sufficient stocks to take care 
of the trade’s needs without delay and in turn can secure 
prompt delivery from factories. Prices to the trade remain 
unchanged. 

Fittings 

Outside of the increased purchasing by the trade at the 
time of the recent price advance, little change is apparent 
in the market. 

Coast distributors usually carry well balanced stocks of 
pipe fittings and all of the trade’s requirements can be 
promptly filled from stock. Distributors’ prices to the 
trade are based on present replacement costs and remain 
unchanged. 





BUREAU PLANS TOLD AT “CAL-SAN” LEAGUE MEET 


“The Plumbing and Heating Industries’ Bureau can do 
very little unless it is given your support in the matter 
of putting through the bureau program for the advance- 
ment of sales promotion work,’’ said J. C. Keene, newly 
appointed western representative at an open forum meet- 
ing of the California Sanitation Development League held 
recently at the Palace Hotel, San Francisco. 

Mr. Keene outlined his plan for pushing the bureau’s 
work, this plan embracing four proposed lines of activity: 

(1) The education of the apprentice in sales work, 
this being in addition to his technical training. To this 
end it was suggested that classes in salesmanship be in- 
cluded in the course of craft training. 

(2) It was pointed out that local associations might 
well sponsor a move to carry on surveys in their com- 
munities covering comfort stations and added sanitary 
equipment requirements in public and semi-public build- 
ings. 

(3) In order to secure the maximum of results from 
the bureau’s national advertising campaign now under 
way, the individual is urged to tie in with this and help 
bring the business right to his door. This may best be 
accomplished by supplementing the national advertising 
with at least three ads run in the local newspaper, this 
in turn to be followed up with a minimum of 100 cir- 
cular letters sent to a selected list of prospects. 

(4) A definite amount of association advertising judi- 
ciously placed, has a certain stabilizing effect and is in 
every way highly desirable. The seal of the association 
should be prominently displayed in all efforts of this 
nature, thereby creating a better understanding of just 
what the association stands for. This sort of publicity, 
it was pointed out, will do much toward attracting favor- 
able attention, and fostering the confidence of the public 
in the industry. 

Joseph Ahlbach, past president of the league, cited 
cases of well-known office buildings where proper lavatory 
equipment is lacking, and others where  insanitary 
equipment is in use. “It is such conditions as these,”’ 
said Mr. Ahlbach, “which I think might be improved by 
adopting Mr. Keene’s suggestion as to a sanitary sur- 
vey of buildings used by the public.’”’ His talk was con- 
cluded by expressing a willingness to institute, for his 
firm, an intensive advertising campaign in local news- 
papers. 

Objecting to following out the bureau’s slogan relative 
to making health examinations until the average plumber 
knew exactly how to approach the home-owner, Frank 
Mauzy of Walnut Creek, said that he was afraid more 


| harm than good would result. 


To Mr. Mauzy’s objection Mr. Keene replied that a cir- 


‘cular has been prepared by the bureau, instructing the 


master plumber how to conduct the health examination 
and at the same time allay any possible prejudice in the 
mind of the home-owner. 
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All too often, the installation of a poor ball cock 
causes a plumber to say of a certain person, “He 
WAS my customer. si 

Details, such as a ball cock, cannot be given too 
much attention. 


That is why the makers of Sherwood Ball Cocks 


are so careful of the production of each and every 


one. 

Before any Sherwood is allowed to go into stock, 
it must pass those rigid factory tests which make it 
possible for us to assure you that it will close against 
any city water pressure without whistling or gurg- 
ling. . 

In order to pass these tests, only the best brass 
and the most careful production methods can be 
used. 

You'll never say, "He WAS my customer” if you 
install Sherwood Ball Cocks. 

(Shanks of various sizes and lengths furnished if 
required. ) 

From your jobber if he doesn't carry them, he 
can get immediate delivery, at all times. 


SHERWOOD BRASS WORKS 
Jefferson and Mt. Elliott Aves. Detroit. Mich. 


REPRESENTATIVES: 


J. A. Riordan Co. Inc. Fred G. Hoffman 
1600 E. 7th St. Los Angeles 831 Edgewood Ave. 
410 Sohace Bldg. Seattle Trenton. N 

Thompson Fred S Wilses 


E. 
2401 ae. St. bh ladelphia Plymouth Bldg. Minneapolis 
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COMPLETE HEATING 


we 








Increased Heat Transmission 


You know, of course, that the higher the heat 
transmission, the higher the efficiency of the 
boiler. The ““Watertoob” construction with 
copper tubes in Knowlton Boilers had a real 
reason behind it. , 


Copper transmits heat much quicker than iron, 
w Il stand the wearing effects of constant expan- 
sion and contraction and gives exceptionally 
long service. 


If a Knowlton ““Watertoob” Steel Boiler costs a 
little more in the beginning, it will save that 
difference during every year of its service—and 
they will be many. 


Your inquiries or questions about Knowltons will be 
quickly answered—at no obligation, whatever, to you. 


ORR & SEMBOWER, Inc. 


READING, PENNSYLVANIA 
208 N. Clinton St., Chicago 50 Church St., New York 


COMPLETE HEATING 


SATIOFP ACTION 








COAL—OIL—GAS 


Copper transmits heat speedily 
and efhciently. The illustrations 
show the comparitive heat trans- 
mitting qualities of the various 
metals. 





SATISFACTION 
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California Master Plumbers’ | 
Annual Convention 


Master plumbers of California gathered in San Fran- 
cisco recently to attend the annual convention of the 
state association, now known as the California Merchant 
Plumbers’ Association. The report of that convention was 
published in a previous issue. The remainder of that re- 
port, along with a report of the presidents’ and secreta- 
ries’ conference held in conjunction with the convention, 
is published below. 


GOLF TOURNAMENT AND BARBECUE CONCLUDE 
PROGRAM 

S A FITTING conclusion to the convention, the San 
A Francisco Master Plumbers’ Association acted as host 
to the delegates and guests at a golf tourney and barbecue 
at the Crystal Springs Country Club, May 18. Besides the and Curtis Company 
large number of ladies and gentlemen taking part in the 
play, the spacious verandas and wide lawns of the club 


were thronged with those who have not yet taken up the 
famous old Scottish sport. , 3 n M | 
By the time the last foursome had turned in their scores, ” C O e 


word came up from the glen, just below the club-house, 
that the barbecue was ready. Two long tables were spread 


in the shade of an inviting grove. Not far off was a PIPE UTTIN AND 
crackling fire, over which the coffee simmered and tempt- C (; 

ing*steaks gave off their appetizing aroma. For the time 

being, golf scores were forgotten; but it wasn’t for long. THREADING MACHINE 


Acknowledging the invaluable aid and co-operation given 

















him by the other members of the golf committee, Frank — i 
J. Klimm, chairman, announced the following winners: This is a iid popular model for the i 

Mrs. L. Z. Brown of Los Angeles won low net honors plumbers. It gives a big range over the : 
for women, for which she was awarded a solid silver usual two inch model yet the price is 


coffee set. Mrs. Frank J. Klimm secured low gross, re- 


only slightly higher. Readily portability 
feature has been maintained. It will 
pay you to think and plan for the future. 





Complete Line 
Hand — Belt — Electric 


Readily Portable Models 
lYy—2; 446—3 and 1—4 inch 





Other Models 
1—6; 1—8 and 2'4—12 inch 


Distinguishing Features 
Curtis Die-head 
Automatic Die-release 
Automatic Cut-off 


Main Office: 
318 Garden Street 
No. 437 Range 4-3 inches BRIDGEPORT - CONN. 


Direct-connected Electric 

















Top row: Jackson Noble of San Francisco, winner of first 
gZuest prize; Emile Heymans, Mrs. Harold Friesley, R. G. 
Guyett.—Middle row: John Hokom, Los Angeles; B. A. New- 
man, Fresno; Clyde Hickman, Long Beach; Claude Hickman, 
San Pedro; William P. Goss, San Francisco.—Bottom row: 
lL. Z Brown of Los Angeles; William Buick, J. C. Keene of 
Plumbing and Heating Industries’ Bureau, J. V. Young of 
San Francisco. Photos taken at the May golf tournament of 
the San Francisco Master Plumbers’ Association 
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The MODERN Way to Cure 


“Sick” Hot Water Jobs 





Practically noiseless— 
manual or automatic 
control. 








When not running does 
not block flow of water. 


Reg. U.S. 
Pat. Office 


THE HyDROLATOR 


EATING contractors 
everywhere now 
realize that the one sure 
way to cure a “‘sick”’ hot 
water job is to install a 
HYDROLATOR. 


This new device forces 
increased circulation, 


eliminates ‘‘short-circuit”’ 
and reduces fuel costs. 
Gets heat to every radia- 
tor. Practically equalizes 
the temperatures in riser 
and return. 


Write for Prices and 
Full Information 








JANETTE MANUFACTURING COMPANY 


558-60 West Monroe Street, Chicago 


Singer Bldg. Real Estate 
Trust Bldg, 
PHILADELPHIA 


149 Broadway 
NEW YORE 


Harrison Sales Co. 
SEATTLE, PORT- 
LAND, SPOKANE 


























Are your men working 
with old tools that are 
no longer capable of 
speedy work? 





Do you have a regular 
small tool inspection 
system in your shop 
that shows at all times 
the condition of your 
equipment? 


Look over all your 
small tools now. Get 
rid of those that are 
no longer serviceable 
and replace them with 
dependable Plomb 
Tools from the Plomb 
Display Board at your 
jobber’s. 

















PLOMB TOOL COMPANY 


Los Angeles, California, 2209 Santa Fe Avenue 


CHICAGO 
627 W. Washington Blvd. 


NEW YORK 
12 Lispenard Street 


COMPLETE STOCK AT ALL POINTS 
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ceiving a silver meat platter. Mrs. Frank Stokes of Los 
Angeles was awarded a silver vegetable dish for second 
low net honors. As winner of the second low gross prize, 
Mrs. Robert Lees of San Francisco won a beautiful silver 
gravy bowl and tray. Mrs. Harold Friesley of San Fran- 
cisco, captured the guest prize, a sandwich tray. The 
ladies’ blind bogey prize, a compact, went to Mrs. H. P. 
Wilson of San Francisco. Claude Hickman of San Pedro 
made off with low gross honors for men, for which he re- 
ceived a library clock. William P. Goss of San Francisco, 
captured low net, and was awarded a loving cup. A cock- 
tail shaker was presented to William Goodrich of Holly- 
wood, for his second low gross score. As second low net 
man, H. R. Fielden of Los Angeles was presented with a 
shaker and ice pitcher. First guest prize went to Jackson 
Noble, who was awarded a cigarette holder; the second 
guest prize, a bronze plaque of Lincoln, was won by Robert 
Allman. The blind bogey prize, a cigar humidor, went to 
H. W. Finch. 


CALIFORNIA PRESIDENTS AND SECRETARIES HOLD 
PRECONVENTION CONFERENCHR 
HEN the conference of presidents and secretaries 

VW of the various local associations of California master 
plumbers assembled at the Clift Hotel in San Francisco, 
Sunday, May 13, it developed that a large part of the 
program was directed toward getting a number of matters 
into suitable shape for presentation at the state conven- 
tion, which took place the following day. 

Many important questions were gone into, however, 
irrespective of the forthcoming convention, and a great 
deal of healthy discussion developed in connection with 
each of these matters. 

Among the points brought out in the report of Field 
Secretary Bruce Clark were the following: The loose meth- 
ods of handling credit matters in many sections, which 
attract undesirable elements to the industry, might easily 
be corrected by having the local banks insist upon the 
presentation of proper financial statements. Good attend- 
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Top row: O. Larsen of Colton; C. E. Sperry of Oakland; 
H. E. Near of Walnut Creek, Calif.—Middle row: William 
Goss, past state president of San Francisco; Claude Hickman, 
state treasurer, San Pedro; H. H. Wister of Wilmington; E. F. 
Sherman of Los Angeles.—Bottom row: V. Aikins and H. 
Sheridan, hoth of Oakland; A. Johnson and E. J. Hoerst, both 
of Berkeley. Photos taken at the recent convention of the 
California Merchant Plumbers’ Association 
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ance has been noted throughout the state, and a great 
deal of steady progress made. The Bakersfield local boasts 
a 100 per cent n embership. 

Some indication of what promises to be whole-hearted 
support of the bureau’s work on the West Coast was 
evident in the rousing welcome given to its two newly 
appointed representatives now located in the west. John 
R. Denning, with headquarters in Los Angeles, said in 
part: “‘We know we can help you. Our methods have 
been tested and we are certain they are practical.”’ 


John C. Keene, general representative for the bureau 
on the Pacific Coast, with administrative offices in San 
Francisco, spoke at greater length. ‘‘The bureau is here, 
holding its head up; and it is part of you. We don’t 
promise you any miracles, but we can promise you that 
our experience for the past eleven years will enable us to 
give you some good, earnest help.’’ Mr. Keene then ex- 
plained the zoning of western territory, and how it will be 
covered, telling of the work of the advisory committees 
and how they will function. ‘‘Association work or collec- 
tive effort is not only essential, it is indispensable—every 
industry is learning this lesson,” he said: Mr. Keene re- 
ferred in detail to the bureau’s advertising program, 
stressing the urgent need of having each individual master 
plumber and heating man carry the bureau message. 

One of the outstanding features of the conference was 
the address by W. F. Wood, manager of the Los Angeles 
Merchant Plumbers’ Association. He deplored the prac- 
tice of direct selling, emphasizing the fact that the balance 
of power rests with the majority. Direct selling, he 
pointed out, would not alone eliminate the plumber as a 





Top row: M. E. Henderson, manager of San Francisco branch, 
and J. L. Logsden, both of Mueller Co., Decatur, Ill.—Middle 
row: S. G. Hurst, Washington Iron Works, Los Angeles; N. W. 
Farlow, Holbrook, Merrill & Stetson, vice president of the 
National Association of Plumbing and Heating Salesmen.— 
Bottom row: E. F. Alt, manufacturers’ representative, San 
Francisco; C. Christenson, sales manager, Washington Iron 
Works, Los Angeles; W. L. Durkee, vice president of Lally 
Co., San Francisco. Photos taken at the recent convention of 
the California Merchant Plumbers’ Association 
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15 Gallon—$50.00 
20 Gallon—$55.00 
30 Gallon—$70.00 
40 Gallon—$85.00 


Lowest Gas Bill of any Auto- 
matic Heater. 


Insulated with genuine air cell 
asbestos. 


Above are the three biggest 
talking points any auto- 
matic heater could have. 


The “Merion” has them all. 


a 


John Wood Mfg. Company 


Conshohocken, Pa. Chicago, IIl. 
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U.S. Tank Valve 











All bronze body and mountings. 
Renewable valve and seat. 

Full size waterway. 

Noiseless in operation. 
Guaranteed absolutely tight. 


Sizes: 24” to 4” inclusive. 


Write for catalogue of 


CURTIS ENGINEERING SPECIALTIES 


JULIAN D'ESTE COMPANY 


Cambridge and Spice Sts.. Boston, Mass. 
(Charlestown District) 





















new and better ~ 
Threads 1 to 4-inch pipe with 


only one change of dies 






—Z 









The newly perfected Universal Die Head of 
the Merrell No. 2 Apex Pipe Machine pro- 
vides maximum flexibility as to pipe sizes, 
using Only two sets of dies, and yet retains 
the sturdy rigidity and accuracy that has 
made Apex Machines so popular. No change 
of die head or loosening of face plate—it is 
quick, accurate and dependable, truly univer- 
sal. Ask for details before you select your 
machine. 












(Also No. 3 Apex for 1 to 6 in. pipe.) 


MERRELL 





PIPE THREADIN MACHINES 
836 Curtis St. - Toledo, O. 













June 30, 1928 


merchant, but would result in no material saving whatever 
to the consumer. 

G. H. Wilson of the accounting service department of 
the Plumbing and Heating Industries’ Bureau, spoke 
briefly. He referred to his proposed visits in the cities of 
the West Coast in which he will organize and carry on 
classes in bookkeeping and cost accountancy. 


J. C. Kolff, president of the Long Beach association, pro- 
tested against the practice of certain jobbers’ credit asso- 
ciations. While Mr. Kolff stoutly believed in tightening 
up credits, he was equally certain that the plan was 
injurious to the master plumber who could well afford to 
pay his bills but was withholding payment of those sub- 
ject to dispute. While the Long Beach body was compara- 
tively young, he said, they had thirty members and addi- 
tional applications pending. 

C. L. Foin of Fresno moved the framing of a resolution 
embodying the suggestion of Mr. Kolff, to be laid before 
the convention. 

J. T. Anderson of Fresno spoke of comparative figures 
contained in advertising matter, from which much of the 
buying is done. -When the potential customer sees that 
he can buy what looks to him like the same piece of 
plumbing goods at a lower price, Mr. Anderson said, he 
will buy it. This means that a large part of the cost of 
advertising paid by the man handling superior goods is 
lost or becomes ineffective. 

The first speaker at the evening session of the confer- 
ence was E. H. Grogan, president of the Stockton associa- 
tion, who brought up the subject of the sale and installa- 
tion of gas water heaters by the public utilities corpora- 
tions, and how the master plumber was affected thereby. 

W. H. Picard, president of the Oakland-Berkeley-Ala- 
meda association, stated that he and his committee had 
met recently with the officials of the gas company. At 
this meeting it developed that the gas company is striving 
only to encourage the consumption of gas, and that in 
many communities the sales momentum created in this 
direction has resulted in a direct benefit to the plumber. 
Mr. Picard reported that gas company activities were 
largely confined to the outlying districts and that in the 
San Francisco Bay region they were making no sales ef- 
forts in this direction. James Gray, presidcnt of the Los 
Angeles association, reported a somewhat parallel situa- 
tion obtaining in his city with respect to the sale of gas 
heaters by the public utilities corporations. 


Mr. Picard later took the floor, speaking on the subject 
of merchandising in his locality. Educational nights, he 
said, had been of immense benefit to the members of his 
association, of whom 41 now have attractive, well arranged 
showrooms. 


Wide discussion was had dealing with the question of 
“The Plumber in Overalls’ vs. ‘“‘The Plumber as a Busi- 
ness Man.”’ President Kolff of the Long Beach association 
said he would rather wear presentable clothes as a plumber 
—he could make more money that way. “If a man hasn’t 
the business ability or the business judgment to engage in 
the industry prepared to be a business man, he ought to 
quit.”” As a rule, he said, the man who is wearing overalls 
is not the man who is making money as a plumber. He is 
too busily occupied with minor details to give any heed 
to the larger and more vital matters. 





J. P. Mahony, of Reynolds, N. C., near Winston-Salem, 
has been awarded the plumbing and heating contract on 
St. Paul’s Episcopal church in the latter city. He has 
also been awarded the plumbing and heating contract on 
the new residence of Bowman Gray of Winston-Salem, 
president of the R. J. Reynolds Tobacco Co. 
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No ew Business ‘Oentures 


Holland, Mich.—George Woldring & Son recently went 
into the plumbing and heating business at 133 East Eighth 
street. 

Maywood, Calif.—Orville B. Jones and Leslie J. Sher- 
win have engaged in business at 4428 East Slauson avenue, 
under the name of Maywood Plumbing Co. 

Stanhope, N. J.—William Titus and William Young re- 
cently went into the plumbing business in the Franz Kisz 
building on Main street. 

Miami, Fla.—The Crawford Plumbing Co. has been 
incorporated by J. J. Crawford, 105 South West Twenty- 
second road, and others. 

Zeigler, Til. 
plumbing business. 

Los Angeles, Calif.—Leslie Sketchley and F. R. Sketch- 
ley have engaged in business at 2025 Westwood boulevard, 
as the Westwood Plumbing Shop. 

Newburyport, Mass.—George Lessard, who has been 
doing plumbing work in post offices throughout the coun- 
try, has entered the business in this city. 

Newark, N. J. Magliocco and associates have 
organized and incorporated the Magliocco Plumbing and 
Heating Co. The new concern is capitalized at $50,000. 





a new 

















Top picture: Shop of Clougherty & Hilbert. Bottom picture: 

Shop of F. W. Veith. Both plumbing establishments are lo- 

cated in Erie, Pa., on which a special insert is being published 
in this issue 


Los Angeles, Calif.—Ben Yankelevitch and Jake Pinsky 
have engaged in business at 1953 Brooklyn avenue, as 
the Star Plumbing & Heating Co. 


Merrick, L. I., N. Y.—J. J. Pizza has organized and in- 
corporated the firm of J. J. Pizza Plumbing and Heating 
Co. A site has been secured upon which it is planned to 
erect a modern and fully equipped plumbing and heating 
shop. Mr. Pizza, head of the new firm, is an experienced 
plumbing and heating engineer and has been identified 
with the trade throughout Queens and Nassau counties 
for many years. 
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»ARROW > Underwriters’ Labeled 
UNCONDITIONALLY GUARANTEED 
Fuel Oil Storage Tanks 
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THE NOVELTY STEAM BOILER WORKS CO. 


Clare and Kloman Streets Baltimore, Maryland 








This closet flange can be had 
in either the screw-on or slip- 
on type. 

The entire line of Washington 
specialties is one that you 
shov!d be acquainted with. 
Send for our catalog. 

Order through your jobber 


The Washington Metal Products Co. 


Washington C. H. Ohio 






Fig. 31 
Slotted C 1 Closet 
Flange 



























‘Now 
THE PIPE MASTER 


No. 30 The Most Practical Vise Unit 
‘to 2” You Have Ever Seen 


A truly portable unit, entirely self-contained, that 
collapses into an unbellevably compact form. 


Into or out of action in 30 seconds. 

Made sturdy and rigid by new tapered pin prin- 
ciple of locking legs into place. 

Rubber tips on legs make possible its use anywhere 
in the building or home. 

Has handy pipe bender and tray. 


AN D—jaws that are different! Scientifically de- 
signed to hold ALL kinds of pipe or tubing with- 
out crushing or mutilating. 


Wrtte now Pf ometen description of 


the PIPEM TER. You will want 
lo know all shea i. 


enc REGULATOR CO. 
ALEM, MASS. 


WHEELING 


SANITARY MFG. 
Wheeling, W. Var 





High Grade Plumbers 
Ware Two-Fired 
Vitreous China 
Plate 100-E Lavatory on 


Pedestal. Two sizes— 
24x20 inches and 26x22 
inches. 

Plate 126-E “The Tran- 
quil” all white Syphon 
Jet Water Closet Com- 
bination, including— 
Plate 125-E concealed 
jet syphon, to rough 
in at 12 inches: Plate 
218-E large size tank, 
with special fittings. 














Reference — Domestic 
Engineering Catalog 
Directory. 
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Business (3 hanges 


Youngstown, Ohio.——-The Struble Leach Plumbing Co., 
248 West Front street, recently bought out the plumbing 
business of Charles F. Henry. Mr. Henry will be con- 
nected with the Struble Leach company. 


Duluth, Minn.—The Edward Krause Plumbing Company 
has moved from 522 East Fourth street to 418 North Fifth 
avenue, Hast. 


Racine, Wis.—0O. C. Davis, plumbing contractor at 524 
Villa street, has sold his business to John Feiner. 


Howard, S. D.—F. J. Licht has sold the Howard Plumb- 
ing and Heating Co. to George D. Behl, of Scotland, S. D., 
who will operate the business. 


Highland Park, Ul.—Edward Strenger has moved his 
plumbing business from its former location on Sheridan 
road and is building his own new building at 132 South 
First street, which he will occupy when completed. 

Bowling Green, Mo.—The Bowling Green Plumbing Co. 
has rented the Parker building and will remodel it to suit 
the demands of its business. The company is planning 
to have an attractive display room. Carl Ingraham is man- 
ager for the company. 


Duluth, Minn.—Joseph Sher of the Sher-Hendrickson 
Co., plumbing and heating contractors at 20 East First 
street, announces that he has purchased the interest of his 
partner, Emil I. Hendrickson. Mr. Sher will conduct the 
business under the firm name of the Sher Plumbing and 
Heating Co. Unfinished work of the Sher-Hendrickson Co. 
will be completed by Mr. Sher, including installation of 
plumbing in the new Duluth city hall building now being 
completed at a cost of one million dollars. 


June 30, 1928 








Top row: George Smart of Montgomery and Charles O’Dell of 
Mobile; M. Sowell, manager of N. O. Nelson Mfg. Co., Birm- 
ingham; R. C. Stuart, also of N. O. Nelson Mfg. Co.—Middle 
row: Group of master plumbers.—Bottom row: William G. 
Bergner, secretary, Plumbing and Heating Industries’ Bu- 
reau; W. E. McAndrew, national director; L. 8S. Leahy and 
L. L. Bailey, both of Mobile. Photos taken at the recent con- 
vention of the Associated Master Plumbers of Alabama 
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Non-Adjustable 











Five Year 
Guarantee 
Free Sample Valve 


for Testing 
for the Asking 
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You've got to check “Air-out” Air Valves 
TWICE when you're considering points of 
merit. They have an extra heavy Cast Brass 
Base and a Nickel Silver seat pin which pre- 
vents corrosion at the vent port. 









The Large Float that operates at the slightest 
change of temperature is another big reason 
for New York Air Valve supremacy. The 
float is the heart of the valve and in “Ajir- 
out” Valves it is made RIGHT. 


See your jobber or write us 


New York Air Valve Corp. 
5 E. THIRD ST., NEW YORK 
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This week the tenth annual convention of 
the Women’s Auzxiliary to the National Associ- 
ation of Master Plumbers was held in Mem- 
phis in conjunction with the forty-sixth annual 
convention of the master plumbers. You will 
want to read all about the happenings and dect- 
sions reached at this convention. Many speak- 
ers of note, among them Vice President Jere 
Sheehan and National Director. Francis C. Dor- 
sey, addressed the ladies, and praised the good 
work the women’s auxiliaries are doing, and 
the aid they are giving to the masters’ organi- 
zations. The work of the women in connection 
with the national scholarship fund was one of 
the chief subjects of consideration. A complete 
report of the convention of the National Aux- 
tliary will be found on a preceding page. 
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Woman’s Bureau Suggests Topics for Discussion 
At Meetings 

Many of the women’s auxiliaries, as well as many other 
clubs and societies, are now engaged in planning their 
program of work and entertainment for next year. Those 
auxiliaries which have printed programs for the year’s 
meetings find this necessary in order that the printing may 
be done through the summer. Other organizations often 
find it advisable to plan ahead as far as possible, in order 
to make all meetings of interest. 

With this in mind, the Woman’s Bureau of the National 
Association of Manufacturers, New York City, is sending 
out a leaflet giving suggestions for subjects for study and 
discussion at club meetings. Some of these subjects, pre- 
sented in the form of questions, are quoted here: 

“Do you know the bearing of illiteracy upon unemploy- 
ment, and what can be done about it?”’ 

‘(Do you know to what extent our government, whose 
function is political, has entered into competitive business 
enterprise ?’’ 

‘‘Has your club considered the advisability of budgetary 
control of state and local expenditures?”’ 

“If you have had speakers on controversial subjects, 
such as taxation, public ownership or labor legislation, 
have you heard both sides fully and fairly presented?” 

“Do you know that protective legislation for women is 
not a closed question—that it is meeting with increased 
opposition—and why this is so?”’ 

Orlando, Fla., Auxiliary Holds Picnic 

The ladies’ auxiliary to the Master Plumbers’ Associa- 
tion of Orlando, Fla., held a picnic on Lake Lancaster, 
June 14. There were nineteen present and all enjoyed the 
delicious things to eat. Plans for the summer were dis- 
cussed, it being decided to meet once a month. The next 
meeting will be held at the home of Mrs. Foster R. Fan- 
ning, of Winter Park. It is hoped to have all members 
present at this meeting. 

North Shore Auxiliary Holds Meeting 

The regular monthly meeting of the Woman’s Auxiliary 
to the North Shore Sanitary Engineers Association was 
held Friday evening, June 15, at the Fountain Room, 
North Shore Hotel, Evanston, Ill. Mrs. Martin Jacobson 
of Wilmette was hostess. 

The president, Miss Esther Schmeisser, was in the chair, 








@ 





and fifteen members answered to roll call. After the usual 
business meeting adjourned, cards and bunco were en- 
joyed. Mrs. Fred Flader had high score in cards and 
Mrs. George Moore in bunco. Delicious refreshments were 
served and those present assured Mrs. Jacobson they had 
spent a most happy evening. The meetings will be discon- 
tinued during July and August. 

The auxiliary is pleased to announce that Mrs. Ben 
Steiner, who has been suffering from a severe illness, is 
improving in health. 

Women Enjoy Interesting Program at Maine Conference 

During the two-day conference of the Maine State Asso- 
ciation of Master Plumbers a busy program of entertain- 
ment was provided for the ladies. On the first morning, 
June 12, the ladies attended the morning session of the 
master plumbers’ conference at the university. Later they 
motored in a body to the Penobscot Valley Country Club 
for tea. The afternoon was spent there, where they enjoyed 
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Top row: Mrs. Fred Parks of Orono, Mrs. C. Madsen of Port- 
land, Mrs. C. D. Kieser of Newton, president of Massachusetts 
auxiliary.—Bottom row: Mrs. Howard Gordon of Portland, 
Mrs. A. C. Hanf of West Sullivan, Mrs. Neil Knudsen of Port- 
land, Mrs. J. Preston Perham of Boston, Mrs. George Noyes of 
Presque Isle, Mrs. L. G. Hatch of Livermore Falls, Mrs. Iver 


Iverson of Portland, Mrs. Leon Blaisdell of Gardiner, Mrs. 
F. A. Taylor 
all the privileges of the club. Some roamed over the 


grounds, admiring the scenery, while others spent the aft- 
ernoon at bridge. Tuesday evening there was a theater 
party at Orono. 

On Wednesday morning, accompanied by a number of 
master plumbers, the ladies motored to Indian Island, near 
Old Town, where they had an opportunity to see how In- 
dians on the government reservation lived. Following this 
a shopping trip to Bangor was arranged. A lecture, ‘‘Color 
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We're Both Selling 


HEAT SATISFACTION! 


You sell heat satisfaction by supplying 
heating .equipment suitable for the place 
in which it is installed. 


We increase your customer's satisfaction 
by making that equipment give AUTO- 
MATIC HEAT. 
And such safe, clean, Automatic Heat! 
It is furnished by 


The Electric Furnace-Man 


This Buckwheat coal burning stoker fits: 


any furnace or boiler. 
It feeds the coal automatically. 


It deposits the ashes in a dust-proof can 
outside the furnace. 


It keeps the house always at the Preferred 
Temperature. 


The Electric Furnace-Man gives a grad- 
ual decrease or increase of heat. 


It is not the off or on type so hard on 
boilers. 


It gives your customer clean, automatic 
heat that is safer and more economical 
than all others. 


Our dealers have been instructed to show 
you a profit in helping them sell your 
customers. 





Write us for the name of 
the nearest dealer. You 
will find that he will co- 
operate with you. 


DOMESTIC STOKER CO. 


7 Dey Street rs $3 








New York City 
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in the Home,” at the Art Laboratory, was the feature for 
the afternoon, The lecture was given by Miss Rena Camp- 
bell, of the Home Economics Department of the Univer- 
sity of Maine. In the evening the ladies, accompanied by 
their husbands, motored to Lucerne, one of Maine’s most 
beautiful spots, for a banquet. 

Among the guests from out of the state were Mrs. J. 
Preston Perham of Boston, past state president of the 
Massachusetts women’s auxiliary, and Mrs. Charles Kieser 
of Newton, new president of Massachusetts auxiliary. 

Milwaukee Heating and Piping Contractors’ Auxiliary 

Elects Officers 

Mrs. E. Gapinski was elected president of the Women’s 
Auxiliary, of the Heating and Piping Contractors’ Milwau- 
kee Association, at the business meeting held Monday, 
June 11. : 

Mrs. M. E. Flaherty was re-elected vice president. Mrs. 
George Stoehr was elected treasurer of the auxiliary, and 
Mrs. H. McNulty was re-elected secretary. Directors of 
the group are Mrs. Joseph Volk and Mrs. E. Marien. 

The ladies are planning for an outing on July 10, the 
place to be announced later. This will be the last gather- 
ing until September, as the auxiliary will not hold meet- 
ings during July and August. 





Cc. S. D. L. FROLICS AT BYRON HOT SPRINGS 

As an evidence that the playtime activities of the Cali- 
fornia Sanitation Development League are not given over 
exclusively to golf, a delegation of fifty drove to Byron 
Hot Springs from San Francisco on the afternoon of June 
8, remaining at the resort until Sunday evening. The 
hotel was occupied almost exclusively by the leaguers, 
and with any number of amusements available they made 
the most of their time. There was something doing every 
minute. Those in attendance represented every branch 
of the industry—master plumbers, heating contractors and 
wholesalers’ and manufacturers’ representatives. 

An informal meeting took place Friday evening, at 
which President Curtiss N. Gilley presided. John C. 
Keene, Pacific Coast manager of the Plumbing and Heat- 
ing Industries’ Bureau, was the principal speaker. Mr. 
Keene outlined in detail the bureau’s program as applied 
to West Coast problems, with particular reference to ad- 
vertising, stressing the need of co-ordinating the plumb- 
er’s publicity with that of the bureau. Some problems 
were gone into relative to administering the new pro- 
gram in so far as it applies to educating the plumber as 
well ‘as his mechanic in matters of salesmanship. 

Shuffle-board, horseshoe pitching, croquet and tennis 
brought out a number of experts. In spite of a rough 
course, five foursomes made the round of the golf course, 
the three best cards turned in being: Frank J. Klimm, 96; 
J. V. Young, 103; Curtiss N. Gilley, 105. Following the 
golf play, much interest was shown in the putting contest 
between Mr. Klimm and John Keene, the honors going to 
Mr. Keene. 

Next in popularity to the salt plunge was the drinking 
of the so-called “Elixir of Life,’’ featured by a general 
move to the “‘marble-house”’ every morning to secure the 
prescribed six glasses of the famous mineral waters. 

To those who joined in the ‘‘frolic,’’ it was gratifying to 
know that no hard-and-fast program had been arranged 
for. Although everyone took part in at least one of the 
many sports offered, no one was counted on for anything. 
If the leaguers felt like exercising, they could do so; if 
not, there was a cool, inviting porch. 

Great credit is due to Frank J. Klimm and Curtiss N. 
Gilley for their efforts toward making the holiday an un- 
qualified success. In fact, so successful was the occasion 
that it has already been decided to hold a similar frolic 
at Boyes Springs, in Sonoma County, October 5, 6 and 7. 








June 30, 1928 DOMESTIC ENGINEERING J 177 











Mr. Oil Burner Dealer: 


WAE ConneCrfo BY |b, ¥ Y # 


NEWS FLASHES ee i 

A news story relates that a couple married in Maine trav- | (9 oper your list of oil es fore ef 
| 2 

| oe 





eled together to Boston, Mass., handcuffed to each other. As 


usual, the newspaper doesn’t give the most important particu- burner installations. 


lar. We admire the frankness of this young couple who can 
face the fact that they are handcuffed for life. But with this Note those that are not 


oe gay We want to know who held the key to the fully equipped with 
andcuffs. 

safety controls. All 
_ Get into your storm-cellars! Get the old earphones ad- | ffpege jobs are live pros- 
justed! Acquire the gift of invisibility for a week or so! 
Hang a sign front and back, “I am deaf.” One city reports pects for new Con-Tac- 
over 28,000 graduates last week, and 9999/100 per cent of Tor Controls. And 


them were, or thought they ought to be, valedictorians. 
because Con-Tac-Tor 


Yee: 








FROM THE “DAILY MINING JOURNAL” ° . 
Mrs. Elizabeth B. Longyear, 420 East Hewitt ave- Controls are easily in- 
nue, was hostess at a 1 o’clock luncheon yesterday stalled and are priced 


afternoon in Evergreen Inn, at which she announced 


_ 3 +. 
her engagement to 20 of her most intimate friends. right, there s nice profit 
The line—as the saying goes—forms on the right. It will in such business for you. 


probably be many a long year, etc., etc. 








“WOMAN ROBS CANDY STORE” If you need any further information, pin this ad to your 
To the swiftly changing customs letterhead—send it to us and we'll furnish the “dope.’’ 
Of our age we've got to hand it— 
When a second-story artist 
May turn out a lady bandit. 








EXPERT TESTIMONY 


A witness was testifying in a case concerning cubic meas- ELKHART, INDIANA 


ure, but it was evident from his loose, vague talk that he 


didn’t know exactly what cubic measure was. The Judge, to 
sont te, ends Be 


“Now, friend, look at this inkstand. Let us assume that 
this inkstand was one yard across the top this way, and one 
yard across the top that way, and one yard deep, how would . 
you then describe it?” . Thoroweld Septic Tanks 

The witness chuckled. ‘I’d say, Judge, she was some ink- 
stand.” 

















WALWORTH KEWANEE CRAFTSMAN. 





Have you been looking for a GOOD Septic Tank 


” PROGRESS TOUCHES US ALL that was low enough in price so that you could 
And are you really content to spend your SELL them? If you have, you will find exactly 
life walking the country begging?” asked the what you want in THOROWELD. They are 


priced right—built right—and they will give 


old lady severely. eager 
ice. 


“No, lady,” replied the tramp. “Many’s the 
time I’ve wished I had a car.” 














“SY” SEZ 

I’ve had the best vacation ever. First time in years I didn't 
have to buy and wear a lot of trick clothes. I didn’t have to 
get baked on a beach, or hike twenty miles to have something 
to brag about, or pretend that I was at home on a horse, or 
fight a million mosquitoes to get a six-inch fish. 

Then you ask: “What did you do?” 

Sy sez: Not much of anything. Just sat around, talked with 
the finest bunch of men I ever met, ate the best of food, and 
got paid for it. 

And you exclaim: “Kidding me?’ 

Sy: No, and on top of all that I played poker every night 
and didn’t quit till I felt like it. 

You say: “Yes, you did! What did your wife have to say 
about that?’ 

Sy sez: She wasn’t with me. 

You exclaim: “What, expect me to believe that—you on a7 
vacation without your wife?’ 

Sy: ’Safact. Don’t mention it to a soul and I'll tell you. I 
had to pull some strings to work it and she’d kill me if she 
ever found out. She made all arrangements to go to the 
beach and I got a summons to serve on the jury. 

“SY” MARTIN, Owensboro, Ky. 


=’ #THOROWELD 
* QUALITY 
<> BUILT 
ei IN 
_{ EVERY 
“4 TANK 


Write for 
Folder No. 30 
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Trade Mark Registered 
**Thoroweld’”’ Tanks will form a perfect alliance between us 


THE ALLIANCE TANK CO. 


Show me a man who has never sent a contribution to “Pipe 700 Ww. a 
- Webb Ave. ss il 
Lines” and I will show you a man who has yet to prove that N Alliance, Ohio 


he possesses a sense of humor. | 
Ts isemmnemmuniiueamienmnneaniaeenan 
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sinc s Bath a Day Movement 
OVERTON «<<: ses 


roof flashings that The school year is over, but the Bath a Day Movement need not, 
means simplest in- for that reason, be dropped from your calculations in planning 
your publicity for the summer months. 


One of the most constructive uses to 

which the booklet, “The Story of the 
Bath” has been put is its distribution 
at luncheons of the various service 
clubs. 


Here men in the plumbing industry 
have recognized an opportunity to place the industry in a con- 
structive way before groups of men of the finest types—leaders 


Pex -” BUTLER MFG. CO. in the community—men whose families in many cases set the 


Minneapolis, Minn. styles and establish the “latest thing” of the moment. 





stallation, longest 
life and a most 
reasonable price. 


Ask your jobber or 


us for all the details. 


> 











FTER speaking before a Rotary Club, or a Kiwanis 
° A Club, or any of the similar organizations, these men 

have distributed to all those present a copy of the 
Air-Tight Steel Tank Co. booklet, usually with “Compliments of Rotarian Bill 
PITTSBURGH, PA. Smith’’ printed on the front cover. 

He has impressed those men with the fact that plumb- 
ing is an important factor in human life. He has strength- 
ened that impression, and made it more lasting, by put- 
ting in their hands a booklet which has been recognized 
by many authorities as being an outstanding piece of edu- 
cational literature. 

If you have never read “‘The Story of the Bath’”’ we sug- 
gest you write us for a copy, for two reasons: First, be- 
cause you’ll enjoy reading it; second, because you will 


TANKS 





TANKS FOR: High pressure gas and air storage— Pneumatic then understand why it can be so valuable to you in gain- 
water systems—Gasoline and oil storage—Oil burning equip- . “ee 

ment—Open top— Welded. ATSCO Genuine Copper Brazed ing favorable publicity. 

tanks for high pressure—the tightest, safest, strongest tank it is 


possible to construct by any known process.A.S.M.E.code tanks. 








Epigrams—For Your Use 


Imitation is the flattest form of insincerity. 








‘ASCO 


* . * 
No. 62 It doesn’t require much effort to grumble. 
* * . 


DRAIN 


These Asco Drains are de- 
signed for localities where 
plumbing specifications de- | 


All married men are prolific inventors of excuses. 
* a * 


A great mind treats little minds as such and is never 
belittled by them. 











mand an open pattern trap deep seal drain. . +. 9 
Made in 2 inch, 3 inch and 4 inch sizes either Plain One touch of humor makes the whole world grin. 
or with Backwater Valve. ._ >» = 


Some women would be late even if time and tide did 


Atchison Specialty Mfg. Co, | wait tor them. 


\ ATCHISON KANSAS 








HOLD BI-MONTHLY MEETING 
The Fox River Valley Sanitary Club held a bi-monthly 
meeting at Oshkosh, Wis., on June 12. Plans for the 
national convention at Memphis were discussed and reg- 
ular business was disposed of. Plumbers from all the 
cities in the valley were present at the meeting. 
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BUFFALO CHAPTER HOLDS DINNER DANCE 
The Buffalo Chapter of the American Society of Heating 
and Ventilating Engineers held its annual dinner dance 
and party at the Buffalo Automobile Club on Wednesday 
poupem Gane ead aumin in axnend wenk. evening, June 13. The club is about 17 miles from the 
When the name “Dearborn” appears center of the city and beautifully located in the country. 
on a piece of brass goods, you can be sure The members started arriving at 6:30, and by 7:00 

itis the best. 
everyone was being served a delicious chicken dinner. 


FROM YOUR JOBBER} é The evening was devoted to a good time and dancing 





BASIN SUPPLIES 


Long wearing and always giving the | 
utmost in service is our claim for 


Dearborn Basin Supplies. 


And it’s more than a claim, too. It's been { 








was enjoyed during dinner as well as afterwards. Presi- 


DEARBORN BRASS CQO. CEDAR RAPIDS. IA dent Charles Evans welcomed the members to the party on 


arrival. 
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PATENTS 


Plumbing Department 


1,667,593. Water-Closet Support. Richard T. Frye, 
Newburgh, N. Y. In combination with a bowl of a water 
closet or the like, a wall plate, adjustable supporting 
means for said bowl and said wall plate and means adjust- 





1,667,593. 
able to angular irregularities comprising ball and socket 
joints, for bringing said bowl and said wall plate together, 
an exit pipe through said wall plate from said bowl and a 
water supply therefor. 
= «© ” 

1,668,206. Filter and Water-Softening Apparatus of 
the Filter Type. Walter J. Hughes, Fort Wayne, Ind., as- 
signor, by mesne assignments, to the Permutit Co., New 
York, N. Y. The combination of a hand-hole head, a 
water inlet through said head, a cover plate for the hand- 
hole in said head, and a baffle fixed to the cover plate in 
such a position as to be below the said inlet when said 
cover plate is in position on the head. 
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1,668,206. 


1,668,242. Toilet Device for Wheel-Chair Invalids 
Hurwood W. Griffith, Geyserville, Calif. An apparatus for 
the purpose described including a post, means for support- 
ing the post in a fixed vertical position, a horizontal mem- 
ber supported from the post and adapted to project over 
the seat of a wheel chair, and a seat element to support 
the weight of a patient in the chair adapted to detachably 
rest on the member to be supported thereby. 

* * * 

1,667,750. Flush Tank. John S. Sweeny, Galveston, 
Tex. A flush tank adapted for siphonic discharge, includ- 
ing an outlet pipe, a water reservoir encircling the pipe, 
and manually operative means for producing a column of 
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The Best Brass 
fittings that 
Experrence, Modern 
Machinery, Rigid 
Inspections and 
Conscientious Effort 
Can Produce 


Acheson Mf¢. C 


-O. 
—_— P j I) hs 








This 
Policy 


Your Assurance 
and Protection 














Individually 
‘*‘Air Tested 
Under 
Water’’ 







TRADE MARK F 


5 


INSIDE EACH FITTING) 
ES A a f, 


ad 





. : Using Brass Fittings that have the 
Acheson name and policy behind 

Our them is additional protection for 

Catalog you and your customer. But aside 


from this, Acheson Brass Fittings 
are their own best boosters. By 
their efficient service, their long 
wearing quality and their ability to 
go on the line easily and make up 
tight the first time, they win many 
friends and keep them after they 
get them. 


“Acheson stands back of the 
Jobber who supplies you.” 








ACHESON MEG. CO. 


RANKIN PENNA. 
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THERMALARM 


saps ™ And Now— 
rai S | The EVER READY 
A. &) with“Thermalarm” 
Ever Ready Gas Lighter 


is now equipped with a 
simple, positive alarm 
which eliminates any 
chance of forgetting to 
turn off the gas. 



















All metal parts are brass, 
bronze or rust-proof. 
Fine machine work. 
Nothing to get out of 
order. 


Independent control 
makes it possible to turn 
Ever Ready “ON” on 
one floor and “OFF” on 
another or in the base- 
ment. 


Positive indications 
of “ON” and “OFF.” 
The positive “OFF”’ in- 
dication is an exclusive 


EVER READY feature. 
Write for full particulars. 


EVER READY GAS HEATER VALVE CO. 
7342 Mack Ave, Detroit, Michigan 
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A Choice of the Best | 


HAT’S what you 
getinrepliesfrom 
a ‘*Domestic Engineering ’”’ 
Want Ad. 









Nomatter what your problem 
—if you want a job or a man 
for a job, if you have some 
used equipment to sell or 
want to buy some, if you want 
to know what the leading 
books on plumbing and heat- 
ing are, if you want bids on 
a job—a ‘*Domestic Engi- 
neering’’ Want Ad will solve 
that problem. 














Domestic Engineering 
1900 Prairie Ave. Chicago, IIl. 
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air above the water in the reservoir and exerting a pres- 
sure upon said column of air to utilize the water in the 
reservoir as a means for starting the siphonic action 























through the outlet pipe, the siphonic flow of water from 
the tank to the outlet pipe continuing without withdraw- 
ing the water in the reservoir. 
~ x a 

1,667,795. Water Heater. Clarence H. Morrow, Cleve- 
land, Ohio, assignor to The Hotstream Heater Co., Cleve- 
land, Ohio. In a water heater, a generally cylindrical 
casing, a generally helical tubular member concentrically 
positioned within said casing, connections between the 
ends of said tubular member and said casing, an axial 
opening in one end of said casing, a cover upon the other 
end thereof, and a rod removably positioned in said open- 
ing to close the same and in removable connection with 
said cover to secure the same. 


















































; 1,667,795. 1,667,815 


1,667,815. Electric Hot-Water Faucet and Means for 
Operating Same. Augustus M. Nickerson, Winthrop, Mass. 
In a device of the type described, a faucet having a handle 
for controlling the outlet of fluid therefrom, a heating coil 
interposed in the path of fluid passing through the faucet, 
a magnetic switching device in circuit with the heating 
coil, and a control switch in circuit with the magnetic 
switch for throwing the same to power the heating coil, 
said control switch operable from the handle and con- 
nected with a source of power, and comprising a pivoted 
arm formed with an upper and a lower section, the upper 
section being formed of non-conductive material, and the 
lower section being formed of conductive material and 
connected with the upper section, a contact for complet- 
ing the circuit when the pivoted arm is moved to engage 
the lower portion thereon, thereby to throw said magnetic 
switch, the upper portion of the arm having an elongated 
slot therein. 

7. . + 

1,668,205. Strainer Head for Filtering Purposes. Wal- 
ter J. Hughes, Fort Wayne, Ind., assignor, by mesne as- 
signments, to the Purmutit Co., New York, N. Y. A 
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strainer head for filtering apparatus, having in combina- 
tion a U-shaped member, a hole through the base of said 
member, a tubular element in said hole to secure said 
member in operating position, a shield, openings in said 
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shield to receive the upper ends of upright portions of 
said U-shaped member, and means for securing said shield 
to said upright portions. 


Heating Department 


1,667,124. Pipe Support. George Liniger, Fort Wayne, 
Ind. <A supporting plate for faucets extending through 
the back wall of a sink and comprising a laterally elon- 
gated strip of bendable metal having flanges extending 
along its upper and lower edges to engage the back wall 
of a sink, said strip further having openings disposed in 
spaced alignment between the upper and lower edges of 
the strip, and tongues extending rearwardly from the strip 
around said openings for bending engagement over the 
flange of a pipe fitting. 





1,667,124. 


1,667,698. Valve. Lewis W. Eggleston, Clarence 
Township, Erie County, N. Y., assignor to American Ra- 
diator Company, New York, N. Y. A valve of the charac- 
ter described comprising a body having ports, a partition 
in said body and between said ports, said partition having 
a valve-engaging surface, and said body having a passage 
around said partition, a hollow valve member having a 
_ passage therethrough and having an end portion adapted 
to seat on said surface to prevent flow through said valve 
member, a flexible sealing element connecting said valve 
member to the body and exposed to pressure within the 
valve body, said valve member having a wall within said 
end portion and means oppositing said pressure and en- 
gaging said wall. 

* a * 

1,668,090. Art of Welding. Lorillard Spencer, New 
York, N. Y. An indicator for welding, comprising a mem- 
ber adapted to be secured in position on the member to 
be welded, and having a portion so constituted that it will 
be destroyed by the application during the welding opera- 
tion of heat sufficient to make a proper joint. and having 
another portion so constituted that it will be destroyed 
by the application of heat sufficient during the welding 
operation to cause injury to the member to be welded, and 
said second portion being so constituted that it will adhere 
permanently to the member to be welded. 


* * * 


1,667,816. Electric Radiator. Augustus M. Nickerson, 


Winthrop, Mass. In an electrical heating apparatus, the | 


combination of a plurality of resistance elements each 
having a supporting rod and an insulating plate on the 
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The PAINE 
IMPROVED WIRE PIPE HOOK 


Fits the Pipe Perfectly 
Grips the Pipe Securely 
Prominent Head for driving 
Sharp Pointed Spike 


A BETTER PIPE HOOK 
AT NO INCREASE IN COST 


Write for— 
Special Introductory Offer 
Samples on request — We sell to Jobbers only 
THE PAINE COMPANY @iicaco, 1, 


79 Barclay St., New York City, N. Y. 




















_ you to make a sub- 


Gerstein and 
Cooper Copper 
Boilers are made by 
workmen who are 
paid only for the 
perfect boilers they 
turn out. With 
that for a back- 
ground you can 
safely guarantee a 
Gerstein and 
Cooper to your cus- 
tomers. 


GERSTEIN 
and COOPER 
BOILERS 


We aim to turn out 
the best copper 
boilers of any size, 
capacity and test, 
that moneycan pro- 
duce. Our years of 
experience make it , 
possible for us to 
offer you a boiler at 
a price that enables Gerstein & Cooper Co. 


1 W. Third Street 
So. Boston, Mass. 
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1000 Island House 








Rest and play in the heart of Alexandria Bay amidst 
sixty miles of picturesque islands, with the waters of the 
old St. Lawrence cooling their shores. The 1000 Island 
House offers spacious modern accommodations to more 
than a thousand guests. Golf, swim, canoe, fish, hunt 
and go motor-boating in the scenic grandeur of the 1000 
islands. Fireproof by Automatic Sprinkler system. 





WM. H. WARBURTON, President al Treas. 


‘‘In the Venice Alexandria Bay 
of America’’ New York 
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A hote/ of refinemen 6,7 
50 East 58th St., New York 
In the fashionable Park 
Ave. and Plaza districts 
Large outside sunny rooms elegantly furnished| 


$4— 
Double Room and Bath........ $5—$7 
Parlor, Bedroom and Bath . $10—$12 
Special low weekly and monthly rates. 
Telephone Regent 8 
































HOTEL 
VAN CLEVE 


300 ROOMS on 300 BATHS 


Dayton’s newest and finest hotel. 
Delightful atmosphere and ap- 
pointments that appeal to the 
discriminating public. 


Reasonable Rates Garage in Connection 
DAYTON, 
OHIO 























The a : The 


y N eil House 


It is our desire to 
make this hotel a 
place where you 
will enjoy staying 
while in Columbus. 


655 Rooms 
and Every Bedroom C. E. Baxter, Manager 


With Private Bath 


Rates Columbus, Ohio 


$2.50 Upward _S. High St. Opp. the Capitol 























end of each rod, a plurality of vertical, hollow radiator 
units each of which is adapted to receive a resistance ele- 
ment therein, said insulating plates adapted to position 
said elements therewithin, a plurality of connecting con- 
duits, one arranged between and at the tops of each of 
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1,668,090. 









































1,667,816. 16.048. 


the radiator units and adapted to receive the wiring con- 
nections from the rods and coils of the several resistance 
elements, and an end conduit section carrying a switch 
and to which all of said wires are led for the purpose de- 
fined. 

* = os 

16,948. Welding and Cutting Apparatus. Frederick W. 
Becker, East Rutherford, N. J. A welding and cutting 
apparatus of the character described, comprising a burner 
head, a burner nozzle secured to one end of said head, a 
valve casing, means for connecting the same to the burner 
head, an oxygen supply tube extending at one end into 
said valve casing, a valve fixed to such end of the oxygen 
tube, a hollow handle, a block within the forward end of 
the handle provided with an opening through which said 
oxygen tube slidably extends and recessed at one end, 
tubular connections between said recess and a source of 
fuel supply, another tube of larger diameter surrounding 
said oxygen supply tube between said valve casing and 
the recessed end of said block, another block within the 
rear end of said handle, a bore in said second block, a 
valve chamber extending exterior of said handle with 
which said bore in the second block communicates, a 
valve in said chamber, a tube extending from said valve 
chamber for connection with a source of oxygen supply. 

* * * 

1,668,107. Cut-Weld Torch. Archie F. Dillon, Chicago, 
Ill. A torch having a barrel provided with an inner pas- 
sage and an outer passage for different gases and having 
one end adapted interchangeably to receive one of a plu- 











rality of nozzles for discharging the gases from the torch, 
a handle portion extending rearwardly from said barrel 
and having a valve head at the end thereof, said valve 
head serving to control the supply of said gases and to 
divert a part of one gas for mixture with the other gas, 
means adjacent the entrance of said inner and outer 
passage having a mixture chamber for said gases. 
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keyed ad 


Cash must accompany order. Copy should reach us eight days in advance. 








Situations Open 


STATE MANAGERS FOR HIGH GRADE 

plumbers brass goods line. A rare op- 
portunity for big money. Address Key 
108, “Domestic Engineering,” 1900 Prairie 
Ave., Chicago. 


Estimator Wanted 


MAN ABOUT 22 TO 25 YEARS OF 

age, with one or two years’ experi- 
ence as a heating estimator, with 
shop on north side of Chicago. Salary 
in accordance with his experience. 
Address Key 172, ‘“‘Domestic Engi- 
neering,’’ 1900 Prairie Ave., Chicago. 











PUMP SALESMEN WANTED: FOR 

Gulf States and Mississippi Valley ter- 
ritories to sell commercial pump lines 
to jobbers and engineering pumps to in- 
dustrial plants, municipalities and en- 
gineering houses. Only men familiar 
with pumps and acquainted with the 
territory will be considered. State train- 
ing, experience, salary and references. 
Address Key 170, “Domestic Engineer- 
ing,’ 1900 Prairie Ave., Chicago. 





WANTED—A YOUNG MAN OF EXEC- 

utive ability, to take care of book- 
keeping and general office work, one 
acquainted in plumbing line. Splendid 
and permanent opportunity for right 
party. Address Key 174, “Domestic 
Engineering,’ 1900 Prairie Ave., Chi- 
cago. 





HEATING MANAGER FOR CERTI- 

fied heating—one who is thoroughly 
familiar with steam and hot water 
heating of buildings. Must have neces- 
sary qualifications and be capable of 
handling all details. For interview, 
write, Heating & Piping Contractors 
Association of Alameda County, Inc., 
354 Hobart St., Oakland, Calif. 








Situations Wanted 


WESTERN COAST REPRESENTATION. 

Business man experienced in mer- 
chandising plumbing and heating ap- 
Pliances wishes to represent respon- 
sible manufacturer. Jobbing trade pre- 
ferred. Address Key 159, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 








MAN THOROUGHLY VERSED IN ALL 

branches of plumbing and heating 
supplies desires connection with repu- 
table jobber or manufacturer. 20 years’ 
practical and technical experience in- 
cluding sales, purchasing, assistant 
manager, branch manager, heating 
dept. manager. Now located in east 
and available. Address Key 173, “Do- 
mestic Engineering,’ 1900 Prairie Ave., 
Chicago. 








A 12 YEAR PRACTICAL STEAM 
fitter and a student heating and ven- 
tilating engineer, a man who is inter- 
ested in the progress of heating, wishes 
position with a reliable firm where 
there is an opportunity. Geo. McCaf- 
ferty, 972 N. Dayton St., Akron, Ohio. 





PLUMBING AND HEATING SUPERIN- 

tendent and estimator desires posi- 
tion. Twenty years’ experience. Best 
of reference. I.C.S. graduate. Address 
Key 171, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


ee ee 





Lines Wanted 


WANTED BY HEATING JOBBERS IN 

large eastern city complete line of 
heating specialties including pipe for 
consigned stock. Have own warehouse. 
Can furnish best of credit reference. 
Address Key 168, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


WE ARE OPEN FOR A PROPOSITION 

to make connection with a brass 
manufacturer making a complete line 
of faucets, valves and bath fittings and 
are willing to carry a stock on hand 
for quick deliveries to the plumbing 
contractors located in Essex, Union, 
Morris, Middlesex and Monmouth Coun- 
ties and other places in New Jersey. 
Address Key 169, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 














For Sale 


FOR SALE—WHOLESALE PLUMBING, 
heating and well supply business. H. 
L. Claeys & Co., Warren, Mich. 











Miscellaneous 


ESTIMATING BLANKS, JOB TICKETS, 

time sheets, stationery, etc., for 
plumbers. Samples and prices by re- 
turn mail. Louis Fink Sons Co., 
School Bldg. Laurel Springs, N. J. Hat. 


PLUMBERS’ BIN LABELS 


@ 1+; 


Send for samples and prices of card holders, 
bin labels em stop valve tage, and free book- 
lets: ‘‘How to Lay Out the Plumbing Shop’’ 
and **How te Train the Apprentice Boys.’’ 
Haddon Bin Label Co., Haddon Heights, N. J. 














WE WILL BUY 


Your Surplus 


PIPE. COUPLINGS 


all sizes, black or galvanized. We 
pay highest market prices and the 
full freight from shipping point. 


WRITE FOR PRICES—TODAY 


Allegheny Tube & Steel Co. 


Tubular Div., Plant No. 3 
1304 N. Main St. St. Louis, Mo. 





Headquarters for new and used 
pipe machines. We carry at all times, 
all sizes of guaranteed used pipe 
machines from 2 to 12” inclusive. 
New Oster machines always in stock, 
also new dies for all makes. 

THE O'BRIEN MACHINERY COMPANY 

113 North Third St., Philadelphia, Pa. 


Long Distance Telephone: Market 0727 
Cable Address: ‘‘OBRIEN’’ PHILADELPHIA 





Books for Your Trade Library 
SANITARY SEWERAGE OF BUILD- 
INGS. By Thomas 8S. Ainge. Begin- 
ning with a study of outside sewers, 
this book goes fully into the best prac- 
tice in inside connections, proper loca- 
tion and size of soil waste, and vent 
pipes and the roughing-in test up to 
the filling in of the trenches. 40 pages 
are devoted to the important subject of 
traps. Sewage disposal for country 
homes is also given full consideration. 
Size 64%4x8 in. 200 pages. Cloth. Price, 
$1.50. 








A PRACTICAL MANUAL OF STEAM, 
Vapor and Hot Water Heating. By 
E. R. Pierce. The latest and most com- 
plete document ever compiled covering 
the eonstruction, operation, installa- 
tion, etc., of these types of heating. A 
real necessity in the Hbrary of the 
heating man. Contains more than 60 
heating tables and 60 illustrations, all 
up to date and helpful in the solution 
of your heating problems. Size, 6%x 
8% in., 316 pages. Cloth. Price, $3.00 
postpaid. 
STANDARD PRACTICAL PLUMBING. 
By R. M. Starbuck. An exhaustive 
treatise on all branches of plumbing 
construction, including drainage and 
venting, ventilation, hot and cold water 
supply and circulation. Shows the 
latest and best plumbing practice, spe- 
cial attention being given to the skilled 
work of the plumber and to the theory 
underlying plumbing devices and op- 
erations. Contains 347 original illus- 
trations, each drawn expressly for this 
work. book every master plumber 
should have in his trade library. Size, 
ya 406 pages, bound in cloth. Price 





PRACTICAL STEAM AND HOT WA- 

TER HEATING AND VENTILATING. 
By Alfred G. King. This book should 
be in every steamfitter’s library. A 
strictly up-to-date work, describing 
various systems of heating and ventila- 
tion. Besides the technical] features, it 
contains hints on securing contracts, 
business methods, shop practice, rules 
and data for estimating radiation and 
figuring costs, and other tables and 
suggestions that are time savers. Sise, 
6x9 in. 368 pages, 300 detailed illustra- 
tions. Cloth. Price, $4.00. 





Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 
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we 4c an issue—you might say almost nothing, yet 


dollars worth of new ideas, news, pictures of your 
outings and conventions, and a market section 
sili that is —" : eae money = = parts ~* the 
TOOMESTIC country. Ask yourself, can you afford not to be a 
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RANGE BOILERS 





Section showing 
connection of up- 
per head to shell of 
the “‘Modern”™ Pat. 
Boiler. 
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This all copper boiler has distinctive 
features that mean much to the dis- 
criminating Plumbing and Heating 
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The heads are pressed down over the 
shell under high pressure then riv- 

i} | eted and banded so that there is 
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them ever pulling apart. 





They cannot collapse due to the 
interior rib construction and the 
inside is thoroughly tinned so that 
no foreign matter can get into the 
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Write us for full details. 
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PATERSON, NEW JERSEY 
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